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NEW 4 
PULMOSAN 


DUST FILTER 


Tahimeloleloiial-Mmr-Mee-leollot-lih'mmal-\ Mm iii(-lmmcal-rellelaa! 


tor BETTER FILTRATION OF ALL DUSTS — 


U. S. Bureau of Mines Approved for Dusts not more Toxic than lead and Chromic Acid Mist. 


tor EASIER BREATHING 








tor LONGER FILTER SERVICE. 





for use with Pulmosan Respirators 
Series L800 and Series C200 








NEW 


Type 1551-B 
SOUND-LEVEL 
METER 








...Basic Element of 
a complete 
Sound Measuring System 


* Wide measuring range — 
from 24 to 150 db 


* Small and light weight — 
easy to handle 


Microphone can be used 
vertically as shown, or swung 
into horizontal position 


Reference circuit 
permits rapid calibration 
checks anywhere 


Built-in calibrated microphone 

sensitivity adjustment allows quick 

and convenient resetting of 

amplifier gain when using other 

types of microphones with instrument 
Excellent signal-to-noise ratio, 

stability, frequency and waveform response 
A complete line of G-R accessories is 
available for analysis and measurement of a 
wide variety of sounds and vibrations 


s Condenser Microphone 
Assemblies 
For measurements of high- 
A, freaveney sounds 


st, 


for levels from 50 to 155 db 

Type 1551-P1L... 
for levels from 65 to 170 db 

Type 1551-P1H... 


. $330 
. $300 


Type 759-P25 

Dynamic Microphone 
Assembly $194.25 
For measurements over 

wide ranges of temperature 
and humidity, or where a 
long cable is needed 
between microphone 

and meter. 


> 4 For Vibration Measurements with the 
1551-B between 20 and 1000 cycles 
Type 759-P35 Vibration Pickup 


... $45 
Type 759-P36 Control Box... .$65 


..-PLUS , ANALYZERS 


Type 760-8 
Sound Analyzer 
for Norrow-Band Analysis $520 


For complete information write for 
the new General Radio Sound Bulletin 


Type 1556-A 
Impact-Noise Analyzer 


Type 1550-A 


$210 for Broad-Band Analysis $535 


Octave-Band Noise Analyzer 


CONDENSED SPECIFICATIONS — 
Range: From 24 to 150 db (re 0.0002 ubar) 


Frequency 

Characteristics: Four switch positions 
Weighting networks are in accordance with the ASA Standard 
for sound-level meters 


C weighting provides flat response from 20c to 8 kc when using 
the crystal microphone supplied with the instrument 


20-ke position provides a flat 20-c to 20-kc response for use with 
wide-range, flat-response accessories such as G-R Condenser 
Microphone Systems 


Output Jack: | volt across 20,000 ohms when panel meter is at full 


scale; useful for driving spectrum analyzers, recorders, and 
scopes 


Meter: New quasi-rms-reading meter approaches true rms response 
more closely than do former types. Two damping positions 
FAST, for readings in accordance with ASA standards; and 
SLOW, for reading the average level of rapidly fluctuating 
sounds : 


Batteries: Two 14 -volt “D’ 
battery 


Net Weight: 7 |bs 
Price: $395 


flashlight batteries and one 67 4-volt 


10 oz. with batteries 


Type 1262-8 

A-C Power Supply 

(attaches to base of 1551 *, 
7 


GENERAL RADIO COMPANY 


275 MASSACHUSETTS AVENUE, CAMBRIDGE 39, MASSACHUSETTS 





NEW YORK AREA 
Broad Ave. at Linden 
Ridgefield, N. J. 
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Oak Park ill, 
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Keep your 
floor-maintenance 
men happy... 


However much a maintenance man may want to 
do a good job, and at the same time show savings 
in labor costs, he’s stymied if the machine is too 
small, or too large, or is otherwise unsuited to 
the job. Different floors and areas call for dif- 
ferent care and equipment. That’s why Finnell 
makes more than a score of floor-maintenance 
machines. From this complete line, it is possible 
to choose equipment that is correct in size as well 
as model . . . that provides the maximum brush 
coverage consistent with the area and arrange- 
ment of the floors. 


Finnell offers Conventional Polishing-Scrubbing Ma- 
chines in both concentrated and divided-weight types, 
each in a full range of sizes ... a Dry-Scrubber, with self- 
sharpening brushes, for cleaning grease-caked flooxs... 
Combination Scrubber-Vac Machines for small, vast, and 
intermediate operations, including self-powered as well as 
electric models... Mop Trucks...aWet and Dry Vacuum 
Cleaner, in baked enamel or stainless steel, with 11 hp 
By-Pass Motor. In addition, Finnell offers a full line of 
fast-acting Cleansers for machine-scrubbing ... Sealers 
and Waxes of every requisite type ... Steel-Wool Pads 
and other accessories — everything for floor care! 





In keeping with the Finnell policy of rendering an indi- 
vidualized service, Finnell maintains a nation-wide staff 
of floor specialists and engineers. There’s a Finnell man 
near you to help solve your particular floor-maintenance 
problems ... to train your operators in the proper use of 
Finnell Job-Fitted Equipment and Supplies ...and to 
make periodic check-ups. For consultation, demonstra- 
tion, or literature, phone or write nearest Finnell Branch 
or Finnell System, Inc., 3503 East Street, Elkhart, Indiana. 
Branch Offices in all principal cities of the United States 
and Canada. 





vill - BRANCHES 
FINNELL SYSTEM, Int. Se ee "wis 


Me isi nite i eae PRINCIPAL 
Originators of Power Scrubbing and Polishing WMachines Foor Cs cities 
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Children playing with matches started a fire in Erie, Pennsylvania, September 13, 1958. 
Fireman Arthur J. Johnson, Engine Company No. 7, found this 9-month-old boy 
overcome with smoke. He immediately began mouth-to-mouth breathing, the method 
of artificial respiration recommended by the American Red Cross for all such cases. 
Unfortunately, the baby died; he had already been suffocated when Johnson found 
him. Joseph A. Comstock, Erie Times-News, took the dramatic photo. 


The Breath of Life 
New methods of artificial respiration with suggestions on how to 
care for mechanical breathing equipment. 

5-Way Attack on Plating Room Accidents 
Results of one company’s experience in dealing with fumes and 
other hazards of plating operations. 

Out With Gimmicks—Stick to Fundamentals 
That notion stands behind a big research laboratory's entire safety 
program. 

Safety Lottery 
A West Coast manufacturer made a success of a safety contest that 
awarded no more than a lapel pin to every winner. 

Operation 58 
An object lesson in how to cut accidents by more than half, based 
on a container manufacturer’s experience. 

Prescription for Accidents: 5 Dominoes, 330 Pills 
How to train leaders to train others in the best ways to work safely, 
and slash your frequency at,the same time. 


Here's What to Do to Beat Gas Fires 
A midwestern utility shows how to train company firemen to prevent 
and put out gas fires. 

They Fan Fires to Put Them Out 
Now you can fight fires with the air blast from helicopter rotors; 
all you need is space and a whirlybird. 


How to Teach Housekeeping With Pictures 
Practical suggestions, taken from experience, on using pictures to 
put over the importance of good plant housekeeping. 


ur 


Compensation News 
News of recent changes in workmen’s compensation and occupational 
disease laws and premium rates. 
Right Off the Docket 
Records of court decisions on compensation and occupational disease 
claims, written in laymen’s language. 
Is It Fair? 
A case history of an arbitration decision woven around a problem 
that involved industrial safety. 
Sudden Injury aa 
A poster-size page that pictures an actual industrial accident; use 
it on your plant bulletin board. 


New Products 
Safety Man's Calendar 
Names in the News Turtle Club ..... 
Useful Literature 
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Soft, easy flex Durable, too. Tests 
up to 25,000 flexes without water 


penetration 


Long-wearing Resist-Oil soles and 
heels are water-tight Shaped and 
vulcanized right to the upper 


wN E 


_ Completely sealed at seams and stitch- 


ing Sylflex ‘‘free-breathing’’ yet 
water-repellent leather uppers 


Extra safety feature inside of heel 
rounded to minimize tripping... Soles 
and heels are easily repairable 


a 


‘THE GREATEST INNOVATION 


HY-TEAST 


HY-TEST Scores Again! Here are the latest... 
fully-waterproof, tested and proved boot, shoe 
and oxford styles...made by HY-TEST under 
the high Standards of Quality of International 
Shoe Company. These styles incorporate the ex- 





clusive Anchor Flange® Steel Box Toe and other 
HY-TEST safety features. Uppers are SYLFLEX® 
leather; shoes are completely leather lined with 
Hy-quality insoles. Seams and needle holes are 
sealed with self-vulcanizing adhesive. Resist-Oil 
Grit anti-slip soles and heels are shaped and 
molded right to the uppers by hydraulic pressure 
and heat to create a firm bond and assure an 
absolute seal. 


H641... Men's brown 
sides (Sylflex) shoe, 
brown Resist-Oil 

Grit sole and heel. 


Mm D&E... 6-12 








Featuring... 


Sylflex® Leather 
Sealed Upper Seams 
and Water-Tight 


®°MOLDED CONSTRUCTION 


Flexible « Light-on-the-Foot *« Long-Wearing * Comfortable 


Do you have a wet work problem which re- 
quires a fully waterproof safety shoe? To be ; +. Men's brown 
sure your workers are protected, specify HY- 


rs; sides (Syifiex) oxford, 
TEST’s H681 (boot), H641 (shoe) or H6O1 : 2 brown Resist-OW 


(oxford). Write today for complete details. DAE...612 
HY-TEST SAFEty SHOES 
Division INTERNATIONAL SHOE COMPANY 
1509 Washington Ave., St. Louis 66, Mo. 
Teletype: SL300 
927 N. 3rd St., Philadelphia 23, Pa. 
Teletype: PH476 








RO RIPE eR a aye : Ba von ay zoe 


SAFEty SHOGS FOR BePeRY NEED 





ZORB-ALL 


THIS 


Shieh he. 


: _ ve 44. Ste 4 . | 
SgDGSRREN LAER RES OES isis 


ear 


A ABOVE: Wyandotte Zors-aut holds up underfoot — will not powder, cake, or disintegrate. 


BELOW: Ordinary floor absorbents crush to a powdered dust or “mud” underfoot. W 
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won't break 
down! 


The true test of safety in a floor absorbent 
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Test time: 20 min. 


Abrasion-crush test results show rate of 
breakdown for Zors-aALu and four other 
leading floor absorbents; give conclusive 


proof of Zors-ALu’s superior performance. 


It’s been proved time and again in laboratory tests, in skid 
tests with rolling equipment, and in actual use! Wyandotte 
ZorB-ALL stands up best under severe punishment . .. assures 
nonskid stops when competitive absorbents fail . . . and 
remains effective more than twice as long as ordinary floor 
absorbents. 


The graph at the left shows why: Zors-auu’s rugged, 
angular particles have unequalled resistance to breakdown! 
As a result, ZorB-ALu offers maximum skid resistance, and 
keeps slippery surfaces safe much longer. 


What’s more, Zors-ALL stays put . . . doesn’t SHIFT, 
SCATTER, TRACK, or BLOW .. . and holds up under 
heavy traffic or extremely wet conditions without mudding, 
caking, or dusting — so sweep-up is easy. Saves you time 
and money! 


Also important: Zors-AaLL is nonflammable, even when 
saturated with oil. It’s the safest, lowest use-cost floor ab- 
sorbent on the market today. Use it wherever slipperiness 
endangers workers or vehicles. Talk today to your Wyan- 
dotte jobber or representative about ZorB-aLL. Wyandotte 
Chemicals Corporation, Wyandotte, Mich. Also Los Nietos, 
Calif. Offices in principal cities. 


ZORB-ALL 1s best... . costs less by all tests! 


yandotte CHEMICALS 


J. B. FORD DIVISION 
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HERES THE Pitcn / 


We know we can't sell steel toes to any industrial safety man... any place, any time. 


Yet, year after year we continue to spend good money for full page advertising in the 


leading safety journals. 


Why?... Because we want industry to know that the most 
important part of a safety shoe is the hidden ... steel toe. 

The high standards we have set for ourselves are industry's 
guarantee that Safety Box Toe Company is- continuing to 
produce for all safety shoe manufacturers . .. AUSTEMPERED 
steel toes of the finest quality and design that modern science 


can create. 


Write today for your illustrated copy of 
A PROGRESS REPORT OF INDUSTRIAL FOOT PROTECTION 


Safety Box Toe Company 


S 1:2 Ss ATL ee SvwiLD tit ns , BOSTON 
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LETTERS: 
redders report 


in in in) 


Uranium Hazards 
Interest Steel Company 
Epiror: 

Will you please forward three 
copies of the Chemical Hazards Bul- 
letin C-69? If they are not available 
out of your office, will you please ad- 
vise the name and address of a mem- 
ber of the Association of Casualty & 
Surety Companies. Thank you. 

C. D. PepPperMAN 
Supervisor of Safety 
Sanderson-Halcomb Works 
Crucible Steel Co. of America 
Syracuse, N. Y. 

Bulletin C-69, mentioned in Occu- 
PATIONAL HaAzarps in October 1958, 
is published by the insurance as- 
sociation Pepperman mentions. It 
covers fire and health hazards of 
uranium and its compounds. Most 
casualty stock insurance companies 
can supply the bulletin free, through 
their local offices. 


Sudden Injury 
Raises His Temperature 
EpITorR: 

I have been a safety engineer for 
30 years, and your picture Sudden 
Injury in the December issue of 
OccUPATIONAL HAZARDS makes me 
boiling mad. What a damnable com- 
mentary on the safety engineering 
profession, the printers, editors. and 
staff of your magazine. as well as 
the owners of the equipment in- 
volved. You say this man got “care- 


less.” No guards? A human being 
exposed to such mutilation. in this 
day and age should be enough to 
make all concerned go bury their 
heads in shame. 

JoHN ELDER 
Detroit, Mich. 

The picture showed a man who 
had been pulled into the whirling 
blades of a truck conveyor—and 
who died. He was doing a job he 
was not supposed to do; that much we 
know. We don’t know whether he 
had bypassed guards, or whether the 
truck had proper guards; workers 
have been known to get their arms 
into conveyors even when the ma- 
chines were guarded. Not all em- 
ployers guard machines as_ they 
should, in any case; not all states 
require guarding. We agree that no 
man should be exposed to mutila- 
tion; we also feel that no man should 
be careless, whether or not the ma- 
chine he operates is guarded. 


Do You Hire 
“Heart Cases"? 


EpiTor: 

In one of your issues . . . you had 
a very interesting article on a cardiac 
clinic. 

It was our intention to explore this 
matter, but unfortunately we seem to 
have mislaid the article and wonder 
whether you could supply us with an- 
other copy... . 

J. F. Brea 
Secretary-Treasurer 
Jabez Burns & Sons, Inc. 
New York, N. Y. 

“Can You Use ‘Heart Cases’ Safe- 
ly?” ran in our September 1958 issue, 
It talked about the studies made by 
the Cleveland Work Classification 
Clinic to determine how much energy 


CENTRALIZE 


your food preparation 


and SAVE MONEY 





Vacuum Insulated 
Carrier-Dispensers 





@ Unequaled Durability 


@ Permanent Efficiency 
@ Highest Sanitation 


a All Stainless Steel 


HOT 
SOUPS 
SERVED THRU 
A FAUCET 


Pa 
2 
~ i 


HOT COFFEE 
COLD BEVERAGES 


COLD MILK 
HOT CHOCOLATE 


Eliminate The Unnecessary Duplication Of 
Costly Kitchen Equipment By Adopting 
The ‘“‘AerVoiD-Central Kitchen System” 
Serve any number of locations, any 
distances, even hours later — Piping 
Hot or refreshingly Cold with VACUUM 
Insulated AerVoiDs —the only perma- 
nently effective insulation. It does not 
settle, shrink or 
deteriorate — Nor 
does it permit 
dangerously in- 
sanitary leakage 
— Specify “Aer- 
VoiD” To Be 
Sure—There Are 
None Equal. 


@ Highest In Quality 
@ Lowest In Cost 


Write for FREE Literature Kit OH-21 


Vacuum Can Co. 


T@hAn | ae wd: H 








THE KENNEDY ““WIGTORY”’ car 


designed for GREATER SAFETY 
for all industrial Jobs! 


Better protection for all the hair all the time because the 
full, wide, snood-type back of the Kennedy ‘'Victory'’ Cap 
permits complete coverage. Easy to put on. Adjustable to 
all head sizes. || styles to choose from. 


Manufacturers and distributors of a complete line of safety 
clothing and equipment. 


Write Dept. O-3 for information 
regarding your needs. 


KENNEDY-INGALLS, INC. 
3735 NORTH 35TH ST., MILWAUKEE 16, WISCONSIN 
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Now: tablet-level windows in new M-S-A’ salt tablet dispensers. 


Two sizes available: 500 tablets or 1,000 tablets. Rugged, high impact styrene 


construction. Economical. Disposable. Choice of plain, impreg- oe” 


am 5m 


nated, or enteric coated tablets. Detailed bulletin has complete 
information. Write: Mine Safety Appliances Company, Pitts- 
burgh 8, Pennsylvania. In Canada: Mine Safety Appliances 











is needed to do certain industrial jobs. 
Clinic specialists tested workers with 
and without heart trouble, concluded: 
“Cardiac workers were as physically 
capable of doing the tested jobs as 
non-cardiac workers. Their heart 
ailments had no bad effect on produc- 
tion, and in no case did the work it- 
self aggravate the heart condition.” 


Any Comments 





THE ORIGINAL 
ALLOY STEEL CHAIN 





From Our Readers? 
EpITor: 

Three articles in your December 
1958 issue were really outstanding: 
“Let’s Get the Hooey Out of 
Speeches,” “The Safety Director: Is 
He Really Underpaid and Over- 
worked?” and “The Cloudy Future 
of Industrial Health Programs.” 

May we have permission to repro- 
duce at least 300 copies of the ar- 
ticle on industrial health? We should 
like to use it to distribute among our 
legislators when they meet this year. 

For obvious reasons, we ask that 
you not publish our letter so that it 
can be identified with any state. 

NAME WITHHELD 


This letter was one of many that 
reached us about the December Re- 
view & Forecast Issue. It came from 
a state government department head. 
Send us any comments you like about 
our magazine, about industrial safety, 
or about management and its attitude 
toward safety. We'll not publish 
them if you ask us not to, or we'll 
simply withhold your name and ad- 
dress if you prefer. For example: 


EDITOR: 

I object to your publication of 
“Let's Get the Out of 
Speeches” in your December issue. 
In the safety movement, we ought to 
approach people positively, always. 

NAME WITHHELD 


Hooey 


“Let's Get the Hooey Out of 
Speeches,” by P. J. Sheridan, one of 
our associate editors, deplored the 
tendency of many speakers to rely on 
cliches and generalities that are con- 
tradicted by the facts, whenever they 
talk about safety. 





THINGS TO COME... 


Coming soon in Occupational 
Hazards is a study of licensing for 
safety engineers. 
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@ Herc-Alloy is a special all-purpose 


@ Herc-Alloy is sold in running 









chain with long-wearing properties and 
high resistance to impact loading. 


lengths and in all types and sizes 
of sling chains assembled to 
customers’ specifications. 





@ CM also 
produces a complete 
line of chain attachments 
and welded chain of all 
types including stainless 
steel and bronze. 





@ Write for literature covering 
Herc-Alloy Sling Chains, including 
helpful information on their 
assembly, care, use and inspection 





Hammerlok’ 
COUPLING LINKS 


@ Assemble or rebuild your own Herc- 
Alloy sling chains with all components 
furnished by your local distributor. 
Hammerlok is simple, safe, reusable. 
New Herc-Alloy assemblies can now be 
ordered with welded or Hammerlok 
Coupling Links as desired. 








CALL YOUR CM CHAIN DISTRIBUTOR 


COLUMBUS McKINNON 


CHAIN CORPORATION 


Tonawanda, New York 
Regional Offices: NEW YORK» CHICAGO « CLEVELAND 
In Canada: McKINNON COLUMBUS CHAIN LTD., 
Herc-Alloy® SY. CATHARINES, ONT. 
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EVERY DAY.— IN MANY WAYS — MSA PRODUCTS SAFEGUARD MILLIONS OF LIVES 
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Safety shoes for 


No matter what kind of feats your men perform—Thom 
McAn has a safety shoe to fill the job. 40 different styles. 
Each designed to give your men maximum protection on 
their particular job. All designed to be easy on the feet 
all through the day. Below is a description of the shoes 
above—and the feats they fill. 


s-4131— Looking for a boot that grips on oil and greasy 
surfaces? How about this 6-inch tan glove-leather 
blucher? Its got the great Neo-cord sole and heel that 
cuts right through oil and grease giving greater gripping 
power. Laces to toe. Leather lined steel toe. Rivet rein- 
forced. C 7-12, D 6-13, E-EE 6-12. 

s-4186— Your men on their feet a lot at work? Here’s a 6- 
inch blucher just made for walking. This boot’s oil- and 
water-resistant Ripple® Sole gives them tops in walking 
comfort, as it absorbs walking shock and lessens fatigue. 
Leather lined steel toe. C 8-12, D 6-12, EE 6-12. 


12 


s-4115— Work with chemicals and dyes? Try this 6-inch 
Quilon® tanned (water and chemical resistant) brown 
work blucher. Its Neoprene sole and heel resists chemi- 
cals, acids, dyes. Acid-resistant laces, too. Leather lined 


steel toe. B 8-12, C 7-12, D 6-14, E-EE-EEE 6-12. 


s-4300— Your men need a light weight shoe? This brown 
U-wing work-or-dress oxford could be just the ticket. Its 
Nitro-crepe sole feels light and springy to the feet. 
Leather lined steel toe. A 8-12, B 8-14, C 6-13, D-E- 
EE-EEE 6-12. 


hom 


SAFETY SHOES 
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all kinds 


s-4380— Prefer a leather sole shoe? Look no further. This 
handsome brown work-or-dress oxford has our long wear- 
ing chrome-tanned sole made only from top quality 
leather. Neoprene heel. Leather lined steel toe. B 7-12, 


C 6-13, D 5-12, E-EE 6-12. 


s-4373—Got a hot job? Cool the feet with this brown 
leather moccasin style oxford featuring our heat-resistant 
Neo-cork sole. This sole also resists oil and liquids. Cush- 
ion inner sole. Leather lined steel toe. B 8-12, C 7-12, 


D 6-13, E 6-14, EE 6-12. 


IVICAn 


A Division of Melvilie Shoe Corporation 





Thom McAn Safety Shoe Division, 25 W. 43 St., N.Y. 36 


Gentlemen: Please send me the following at once: 
(Check service required) 
() Details of Thom McAn’s Special In-Plant Fitting Plan 
(} Fully illustrated list of Thom McAn Safety Shoes 
(_] Set of safety posters 


(_] Address of nearest Thom McAn Safety Shoe Store 


Name__ ______ Position 





Firm 





Address 





Zone____State___ 


° 
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SAFETY GOGGLES | SAFETY SPECTACLES 


WATCHEMOKET 


FORM FITTING 
COMFORTABLE 


Model 440SV Methacrylate Lens 
Model 441SV Acetate Lens - 


PP cee 





**S$tac-Vent'’ — a new principle in goggle ventilation. 


Clearer Vision . . . More Comfort . . Greater Safety. 
Large frame fits comfortably over oll prescription glasses. 
Lenses optically correct — shatterproof — easily replaced. 


Alse available with regulor or screen ventilation. 





wee 


Soft Vinyl Frame 
. \ 50 mm Round 
} Hardened Safety 
Glass Lenses 


Maximum protection where 

there is extreme abrasion. 

Maximum comfort and minimum weight. 
Large size, fits over all prescription glasses. 





Model 492 Welding Goggle 


Opaque Black 
Soft Vinyl Frame 


Furnished with replaceable 

50 mm round, Federal Spe- 
cification, filter lens shades 3, 4, 5 or 6, protected 
inside and out by cover lenses. 


— 


LIGHTWEIGHT 
EASY TO WEAR 


Model 415 





Tuc-Away 


Shatterproof, optically correct lenses. 
Easily replaced . . . snap-in, snap-out. 
In clear, light, medium or dark green. 
One size and model fits every worker. 
Wearer adjusts and maintains his own spectacles. 


WORN BECAUSE THEY ARE COMFORTABLE 








Pull OuT 


st 








ati 


Visor-Tuc 





Model 422 
New Over-Eyes 
Protection 


Almost 100% 

protection, plus 

all the com- 

fort of “Tuc-Away” “Visor-Tuc”’ 

fits snugly against the forehead. 

Shatterproof Eye Savers lenses interchangeable in 
Tuc-Away Model. 


visor 
* ; C 
SEMI -CUP 


Lenses 


te TOOT Pe 


. . 
Split Joint 
Split Joint Frame makes changing 
lenses a simple operation, no heating 
to distort frame. Retrax temple easily '¥ 
adjusted — One size Standard 47 mm 


drop eye lenses. Removable clip-on 
side shields available. 





Quick, easy replacement of: 
PLASTIC SAFETY LENSES 
PRESCRIPTION LENSES 
PLANO SAFETY GLASS LENSES 





Model 99 Cheepee 


One-Piece 
Goggles 

Close fitting, 
lightweight, comfortable. 


Optically correct . . . no distortion. 
Available in clear or medium green. 


Model 55 
Methaspec 


Eye Shield 


Optically correct, one piece, curved \ 
Methacrylate Eye Savers Lens pro- 
vides impact protection. Lens is .080’ 
thick, available in clear or light, 
medium and dark green. 








2 RR Dit 





For details, see your Authorized Eye Savers Supplier or write direct 


Quality Eye Protective 


* bt mM 


Equipment 





WATCHEMOKET 


Made by the Leaders in Plastics 


gee 


WATCHEMOKET OPTICAL CO., INC. 


232 West Exchange St., PROVIDENCE 3, R. !. 


In Canada: Levitt-Safety Limited, Toronto 10, Montreal 26, Winnipeg 
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One Name 
kor Iwo Successes 


U.S. PAT. OFF. 


per can. One MAGIC can equals 4 old-fashioned bottles. 
That is the first saving. No pump. No bottles to refill. 
Indestructible steel Dispenser locks can in place. No main- 
tenance. No wear. No moving parts. Releases sheets 1-by-1, 
not in bunches, greatly reducing waste. Or, if you wish 
to use your home-made fluid, we can supply our adapter 
($2.70) with a giant 16-o0z. bottle and plunger complete. 
Heavy Duty Paper, not silicone-treated, is a superb, 
super-strong, wet strength tissue. No scratching on plas- 
tic, and no lint. 


They say nothing succeeds like success. Well, there’s a Choose the type that suits your conditions. Buy MAGIC 
reason: — one name for two successes. 


Both types of MAGIC Cleaning Stations meet the Exchange all your other Stations for Magic FREE. 
demand for economy-efficiency in your Eye Protection 

Program. Science’s answer to foul sight and each Station 

gives more safety for less money. They serve every major 

industry in America — the great post-war success of the 

safety field. 


#1. MAGIC Lens Tissue (Silicone-Treated) sheet is 
BIG; over 50% larger than usual, and has twice the 
tearing strength. Loaded with sparkle power. Yet it 
costs less. It polishes and protects lens as it cleans crystal- 
clear. The compact dispenser is self-mounting ; needs no 
screws, no drilling. Just stick it to the wall. No mainte- 
nance. No wear. No moving parts. 


#2. MAGIC Heavy-Duty Cleaning Station is for dirty, 
oily areas or where Anti-Fog protection is needed — on 
plastics or any eyewear. MAGIC Lens Cleaning and 
Anti-Fogging Fluid is pressure-packed. Just touch it and —_ Magic Silicone Lens Tissue per Carton $ 8.40 


‘ . (6 refills per carton (800) sheets ea.) 
— PRESTO — the can does the rest. 1,400 applications 44.0. tens Tissue asianies cach $ 2.50 


id FREE WHEN EXCHANGED 
Magic Heavy-Duty Dispenser each $ 5.95 
: : . . 4 FREE WHEN EXCHANGED 
Magic Pop-Up Pack in self-dispensing Cleaning & Anti-Fogging Fluid per Carton $12.50 
box for your desk or any place in the (Twelve 12-02. cans) 
office, plant or laboratory, $11.95 per Heavy-Duty Paper per Carton $11.60 


2 (18 giant refills (760) sheets ea.) 
Carton of 12 boxes. 


All prices F.O.B. Shipping point 


America, | + 5th t.. New York 
Circle No, 14 on reader service card 


OCCUPATIONAL HAZARDS @ MARCH 1959 





QUICK! 
RUSH! Your order will be expedited on 


‘ , i machine. 
Airmail your orders to us, or the latest, fastest business machine 


better still, wire or phone. 


FAST! HURRY! 


Well-filled warehouse stocks will take Most orders are cartoned and on their way 
care of your every safety shoe need. within 24 hours of receipt. 


From the time your order for Iron Age safety shoes 
reaches our headquarters in Pittsburgh until it is 
rolling towards you, everything possible is done to 
expedite shipment. 


We have installed a streamlined system for acknowl- 
edging, entering and following through on all orders, 
large or small. The latest in mechanized handling 
and cartoning speeds our superior quality safety 
shoes to you, when and as you need them. 


All of us—our salesmen in the field and we at the 

plant—pledge a continuance of our policy that serv- 

ice to our customers comes first. That’s another 

good reason why Iron Age has continued to gain 

increasing acceptance among safety supervisors No. 608—one of the more than 40 styles of 
everywhere. Iron Age safety shoes. 


Iron Age Steel Toe SAFETY SHOES 


1205 Madison Ave. 
Pittsburgh 12, Pa. 
Circle No, 15 on reader service card 
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EMERGENCY? 


be ready with a 
REEVES Flexible Stretcher 


ORDER from A. SMITH 


Strong, comfortable, conveniently- 
stored REEVES canvas stretcherscan 
be quickly moved to the spot in any 
emergency. They're ideal for the 
use of industrial plants, hospitals, 
first aid and rescue squads, or police 
departments. The sick or injured 
may be moved with care, and in 
many instances, are spared from 
more serious injury. All REEVES 
stretchers are equipped with sturdy 
webbed beltsforsafety inmovement. 
ALSO AVAILABLE... 


Stretcher Canisters to protect your 
stretchers from dirt, dust and dampness 


FOR FULL INFORMATION PHONE OR WRITE: 


A. SMITH & SON, INC. 


Established Eighteen Hundred Sixty Seven 
1237-39 RIDGE AVE., PHILA. 23, PA. POplar 5.0800 


@eeeoeeveveeeeeeeee ee eeeeeee 








PUNCH PRESS 
GUARDS 


by 
SEARJEANT 


Sold by All Leading 
Safety Distributors 


SINGLE SWEEP GUARD 
DOUBLE SWEEP GUARD 
BASKET ENCLOSURE GUARD 
END ZONE BARRIER GUARDS 
NON-REPEAT MECHANISMS 
FLYWHEEL BELT GUARDS 


TWO HAND ELECTRO. 
SOLENOID CONTROLS 

TWO HAND ELECTRO. 
PNEUMATIC CONTROLS 


UNIVERSAL ELECTRO. 
PNEUMATIC GATE and 
ENCLOSURE GUARD 


Write For 12 Page Catalog and 
Name of Distributor Nearest You. 


SEARJEANT METAL PROOUCTS, INC. 
NO, 8 PITTSFORD RD. MENDON, N. Y. 
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USEFUL LITERA 


To obtain any of the free literature or samples mentioned here, 

circle the number on the Readers’ Service Card corresponding to 

the number of the item that interests you, and mail the card to us. 
No postage is needed. 


13 A ventilator that drives out dan- 

gerous fumes, gases, stagnant or hot 
air from boilers, cable manholes, tanks, 
vats, and other confined places and sup- 
plies fresh air continuously is described in 
literature prepared by Coppus Engineering 
Co. 


136 Polyethylene carboys and bottles 

provide reliable protection against 
breakage in handling caustics and acids. 
They are light, therefore easily moved 
about, chemically inert, and heat resistant. 
They have many uses both in laboratories 
and in the plant proper. Literature cover- 
ing them is offered by Nalge Co. 


13] The latest edition of the popular 

“Noise Simplified,” by Victor H. 
Pomper contains valuable information on 
the instrumentation, measurement, analy- 
sis, and control of sound. Written in a 
clear, direct manner, the pamphlet is an 
aid to management in protecting employees 
from harmful noise. It has been made 
available without charge by H. H. Scott, 
Inc. 


138 Use of fire-fighting foam—Unox 

causes your water requirements for 
fire-fighting to drop, resulting in less water 
damage. 1,000 gallons of water will pro- 
luce up to 10,000 gallons of fire-fighting 
foam. Unox protects objects exposed to 
fire by forming a thick insulating blanket, 
vertical This UL-ap 
proved product foams in any water, is non- 


even on surfaces. 
toxic, and can stand temperatures as low 
as minus 20°F, without freezing. 
not deteriorate in storage. 


It does 
Complete de- 
tails on it are contained in a bulletin, pre- 
pared by the manufacturer, Akron 
Mfg. Co., Inc. 


Brass 


139 “Safety Equipment for Industry” 1s 

the apt title of Strong, Carlisle, & 
Hammond Company’s catalog No. 10 a 178- 
page review of a comprehensive line of 
safety equipment ranging from first aid 
supplies to welding helmets. An invaluable 
help in ordering safety equipment. Price 
list is also included. 


14 Alarm systems known as scammit 
annunciators are 
literature from the 


reviewed in new 


manufacturer, Scam 
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Instrument Corp. The systems consist of 
a completely self-contained static switching 
circuit. There are no moving parts, and 
they are not affected by climatic condi- 
tions. 


14] A versatile portable screen that 

may be used as a welding curtain, 
machine curtain, grinding shield, dividing 
partition, and enclosure, is now available 
with neo-weld yellow neoprene-coated fiber 
glass as well as in standard 12-oz. fire- 
resistant duck. A new Singer Glove Mfg. 
Co. bulletin contains complete details. 


142 Ansul Chemical Company’s Tech- 

nical Bulletin No. 36 covers dry 
chemical fluidization of Ansul “D” model 
fire extinguishers. It also tells why 
fresh-filled extinguishers outperform units 
subjected to transportation and long stor- 
age. This model’s new gas tube design and 
different placement of gas ports are dis- 
cussed, 


143 Witt trash cans are described and 

illustrated in a new booklet issued 
by the manufacturer, Witt Cornice Co. 
Among the construction features cited are: 
straight sides, structural steel bands, heavy 
duty wear-resistant bottom, deep 
rolled corrugations, sturdy lid, pinch-proof 
handles, and hot-dip galvanized finish for 
maximum rust protection. To secure the 
booklet, circle the number on the reader 
service card. 


steel " 


1 Three basic kinds of heavy-duty 
rotary pumps—the HNL, with in- 
anti-friction bearings; the HNLJ, 
equipped with jacketed heads for steam 
circulation when handling extremely 
viscous liquids; and the HXL, with ex- 
ternal anti-friction bearings—are offered as 
pumps only, or with a choice of mounting 
bases and drive units. Complete details 
are spelled out in Blackmer Pump Com- 
pany’s Bulletin No. 170, which features an 
application chart for selecting the right 
pump. 


ternal 


145 Charts on stair treads and methods 

of ordering grating, safe load tables 
for welded and riveted gratings, and data 
on new aluminum gratings are included in 


17 





a manual prepared by Klemp Metal Grat- 
a ing Corp. The use of floor armors and a 
One brid e list of applications of canister liners in 


P ae teat, veromne: 
instantly fits ao petrochemical industries are 
more than 95% 
of employees 146 This Jineman’s safety sleeve har- 


ness will not crawl or bind when 
the lineman is at work, fits coolly 
and comfortably. Elastic, and therefore 
gives in all directions to conform to the 
strain’ and stretch of any movement. It 
may be ajusted as easily as adjusting a 
belt or suspenders. Complete details ave 
continued in Wye Mfg. Co. literature. 


14] “Modern Laboratory Appliances” 

is the descriptive title of Fisher 
Scientific Company's catalog 59. The line 
includes lab furniture, instruments, appli- 
ances, glassware. and supplies. Reference 
tables aid the reader. 


148 A price list of resuscitator, in- 

halator, and aspirator parts has 
been issued by Oxygen Equipment & 
Service Co. Parts include airways, plastic 
masks, face cushions, tank connections, and 
resuscitator hoses. 


UNIBRIDGE 149 Catalog 84 tells about heavy-duty 


limit switches designed for indus- 
trial use. Three separate series of switches 
are reviewed. The catalog lists switches 
with a variety of contact arrangements for 
either direct or alternating current applica- 
tions. There are several actuator designs 
for each type switch. The literature was 
prepared by the manufacturer, Micro 
Switch, a division of Minneapolis-Honey- 
; : si well Regulator Co. 
Eliminate time-consuming fitting adjustments. 
Slash inventory stock requirements. 15Q Steel signs processed in weather- 
% tested enamel paint are featured in 
Add new comfort and attractiveness for wearer. a new booklet offered by Life Saver Sign 
Co. Price lists are included. Types of 
signs available cover virtually every indus- 
trial need. 


Write for Bulletin #38 on the most modern safety 
spectacles . . . in popular frame colors . . . with the ’ ; 

; : Five new models of fire extin- 
most complete range of temple styles . . . having added 151 guishers are reviewed on a counter- 
strength in butt joint temple construction . . . and per- ee ee ee eee 

Saye . : ; ; ; Co. They are: the 2'4-lb. pressurized dry 
mitting fast, easy identification of safety spectacles chemical extinguisher; the 5-lb. pressurized 
, *  hemics bes the Sigves ssuriz 
with new Welsh I. D. plaque. dry chemical unit: the 2 o-gal. pressurized 
loaded stream extinguisher; the 2'4-gal. 
pressurized water extinguisher; and the 
200-lb. pressurized dry chemical wheeled 

extinguisher. 


152 Bulletin No. 0603-5 issued by Mine 
Safety Appliances Co. describes 
M-S-A Skullgards, glass fiber hats, 
type “T” aluminum hats, Shockgards, 
and lightweight bump caps and hats. 


15 Eye wash fountains, drinking 

fountains, and electric coolers 
are featured in new literature prepared 
by The Halsey W. Taylor Co. The eye 


wash fountain is equipped with a self- 





continued on page 54 
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SOOTHING LANOLIN 


A rich lanolin content in West LAN-O-KLEEN Handcleaner 
combats the depletion of natural skin oils during washing. 
It has a retarding effect on the defatting action of soap. 
As determined by laboratory tests. And confirmed by 
years of industrial experience. 


The lanolin in LAN-O-KLEEN is not milled into the soap by 
conventional methods. It is impregnated into a corn meal 
base by an exclusive process. In this way a higher content 
is achieved. But more important, the emollient is “free” 
lanolin. By being “free” its soothing and softening action 
is more positive and beneficial. 


LAN-O-KLEEN Offers still further advantages. Its corn meal 
base gently soaks up potential skin irritants with a soft, 
sponge-like action. A balanced combination of soaps pro- 


vides high sudsing without excessive hand rubbing. Each 
pound bulks up to 50% more than most powdered soaps 
—and lowers costs with proportionately more washings. 


FREE TRIAL OFFER. We'd be glad to supply a dispenser 
and five pounds of LAN-O-KLEEN for free trial. Or if you 
prefer, we’ll send a sample for evaluation. Just call your 
nearby West office. Or mail the coupon below to our Long 
Island City headquarters, Dept. 4. 


1) Supply trial dispenser and 5 lbs. of LAN-O-KLEEN. 


Send a packet of LAN-O-KLEEN for evaluation. 


Name 





Position 








PROGRAMS AND SPECIALTIES 
FOR PROTECTIVE SANITATION 
AND PREVENTIVE MAINTENANCE 


WEST CHEMICAL PRODUCTS INC. 
— L J LA 42-16 West Street, Long Island City 1, New York 


Branches in principal cities 
CANADA: 5621-23 Casgrain Avenue, Montreal 





WEST DISINFECTING DIVISION 
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Two sizes: Adult/children-over-three; 
Pediatric (newborns and children) 





now available from your dealer 





mouth-to-airway rescue breathing’? with 


RESUSITUBE 


AIRWAY eee 


e reoxygenates victim's lungs with 5 to 9 inflations 
(10-20 seconds)! 


e eliminates direct oral contact with victim 


e clinically proved under test and field conditions with 
professional and non-professional personnel 


e 2 sizes—adult/child and pediatric—provide 4 combi- 
nations of mouthpiece and oropharyngeal airway for all 
ages 

e easily carried in pocket, glove compartment or bag, 
ready for emergencies 


Expired air resuscitation is recognized as the lifesaving method 
of choice...moves far more air into lungs than manual meth- 
ods?*...the mouth-to-airway modification maintains open air 
passage during resuscitation! and transportation is less fati- 
guing to rescuer. 

Lifesaving in asphyxia. For use: (1) in reviving non-breathing 
victims of drowning, electric shock, smoke or gas inhalation, 
drug or chemical poisoning, certain head, neck, chest and abdo- 
men injuries, convulsions, cardiac arrest, and other causes of 
asphyxia; and (2) in helping to prevent asphyxia by maintaining 
an open air passageway in victims who are unconscious but 
still breathing. 


(1) Safar, P., and McMahon, M.: Mouth-to-Airway Emergency Artificial Respiration, 
J.A.M.A. 166:1459 (March 22) 1958. (2) Safar, P.: Mouth-to-Airway, Anesthesiology 
18:904 (Nov.-Dec.) 1957. (3) Safar, P.; Escarraga, L. A., and Elam, J. O.: A Comparison 
of the Mouth-to-Mouth and Mouth-to-Airway Methods of Artificial Respiration with 
the Chest-Pressure Arm-Lift Methods, New England J. Med. 258:671 (April 3) 1958. 
(4) Gordon, A. S.; Frye, C. W.; Gittelson, L.; Sadove, M. S., and Beattie, E. J., Jr.: 
Mouth-to-Mouth versus Manual Artificial Respiration for Children and Adults, J.A.M.A. 
167:320 (May 17) 1958. (5) Elam, J. O.; Greene, D. G.; Brown, E. S., and Clements, J. A.: 
Oxygen and Carbon Dioxide Exchange and Energy Cost of Expired Air Resuscitation, 
J.A.M.A. 167:328 (May 17) 1958. (6) Safar, P.: Ventilatory Efficacy of Mouth-to-Mouth 
Artificial Respiration, J.A.M.A. 167:335 (May 17) 1958. 


WyOU 


NEW BRUNSWICK NEW JERSEY 
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Here is a complete, new, 
extremely effective 


...In one revolutionary advance! = sziscitster. rvs is tne 


practical equipment for 
Manual Resuscitation... 
> i WF and It’s Low-Priced, too! 


Globe % Mouth-to-Mask [iitiessaeaiii 


(This price is for the complete M/M 
unit — including resuscitator, trans- 
parent face piece, aspirator, airway 
and carrying bag.) Complete kit 


Resuscitator...” ee 


1. Effective and Safe for infant, child 
and adult patients 


2. The air entering the alveoli contains 

A NEW CONCEPT FOR SAFER AND MORE ae Bal Biveen content (21%) of 
the surrounding air 

EFFECTIVE “MANUAL” RESUSCITATION! 3. Air exchange He excess of 1000 ml 

is easily accomplished. This is far 

greater than that provided by any 


Now! Realize all the advantages of mouth-to-mouth i peceet shod , | 
utomatic pressure limiting valve 
resuscitation WITHOUT OBJECTIONABLE INTIMATE CONTACT— prevents Dceesive pressures, there 


by protecting the lungs of even the 


: | ; ‘. ‘ — " smallest infants 
When an asphyxial emergency strikes, YOU MUST BE 5. The only safe manual method for 


READY. Seconds count, if resuscitation is to be successful. victims with injured chest cage or 
os ‘ > ‘ oe A fractured arms 

With the M/M Mouth-to-Mask Resuscitator, life-saving re- FOR THE OPERATOR 
suscitation can be started immediately by anyone at the scene. . 

BE READY ... with low-cost M/M Mouth-to-Mask Resusci- es me sm ape 

: ee by the operator 

tators strategically located throughout your plant. Anyone, The use of the M/M Resuscitator 
in seconds, can learn to operate this new resuscitator. a wr oe tceth ps gab: abe 
mr . ° ° 1eac anc su icien ly ar enougn 
The Globe M/M Mouth-to-Mask Resuscitator is the easy away to monitor chest I ere 
and natural way to revive the victim of an asphyxial accident. and color of lip without interrupting 
...For First Aid in Drowning ... Toxic Gas Inhalation . . . ie mytam of jresuscitaion 


< . : 3.A rebreathing system prevents hy 
Asphyxia ... Electric Shock... . Inhaled Solvents ... in All 












































NM 


perventilation of the operator. The 
Cases where Breathing is Impaired .. . Especially Effective M/M Resuscitator can be used ‘by 
: relat -Mme) *-1e-1 Colammorelalelaltlel’l 1) aan iolamm (olats 

as a Breathing Assistor in Asthmatic Attacks. pasts 


4. The energy expenditure in Mouth-to 
GLOBE RESUSCITATION & BREATHING EQUIPMENT my ther mans meiod 


. ’ . . t as 
For Catalog Sheet, Illustrated Instruction Card NOTE: The Globe M/M Mouth-to Mask 
Resuscitator is completely automatic 


and Name of Your Nearest Distributor write to: No adjustments required 


Medical and Hospital Dept., 
Globe Industries, Inc. 

125 Sunrise Place 

Dayton 7, Ohio 





vthsther Chitalanding Srfely Pauypmend Dewdlypmeid from CESCO 


HE remarkable Hed-Rite Headgear adjusts 
three ways: for head size; for overall strap 
length; for overhead strap position. 

Easy-turning rear knob provides head-size 
adjustment by ratchet action. Ratchet is non- 
stripping in normal use. Excessive tension re- 
sults only in slippage without damage to the 
ratchet or teeth. 

Wide cross strap pivots freely back and forth. 
Four holes in each end of this strap give eight 
positions of adjustment so as to conform to any 
crown height and any head contour. 


—a Premium-Quality Headgear at No Increase in Price! 


Unique design of the headband gives the 
proper combination of curves and opposing cam- 
bers to produce the broad contacts necessary for 
complete comfort. 


The Hed-Rite headgear may be worn with any 
face shield, helmet, hood or goggle equipped 
with CESCO X-12 brackets. Only three typical 
applications are shown. Headgear is instantly 
detachable from helmet or shield without the 
use of tools. There is no electrical conductor 
between the interior of the headgear and the 
exterior of the shield or helmet. 


FOR MORE INFORMATION about the new G-3 Hed-Rite Headgear, 
contact your nearby CESCO distributor or write our Chicago headquarters 
for a copy of the Hed-Rite descriptive folder 


FOR SAFETY 
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12 months of the year, more 
and more companies are finding a 
ready, steady demand in assembly 
plants and all warm departments, 
for the perforated safety shoe that 
keeps feet cool and dry; aids gen- 
eral body comfort. Here is a new 
and improved Lehigh design that 


offers a maximum of ventilation 


ees te shatlidd | T% 


without the slightest sacrifice of 
safety. Order a pair for display 
NOW. They’ll go great for Sum- 


mer street and sportswear. 


Get this merchandising display stand FREE with 
your 


LEHIGH SAFETY SHOE COMPANY: EMMAUS, PA. 
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Table 1: Amount of Air Exchange in Lungs That May Be 
Produced by Manual Methods of Artificial Respiration 


469 cc air exchange per "stroke" 





Howard method 





Schafer method 485 cc air exchange per ‘stroke’ 





Hip roll- back pressure 967 cc air exchange per "stroke" 





Arm lift- back pressure |,056 ‘cc air exchange per "stroke" 





Sylvester method |,069 cc air exchange per "stroke" 


Hip lift 





1,140 cc air exchange per "stroke" 





Mouth-to-mouth Varies; most effective manual method 


EACH METHOD of manuai artificial respiration has advantages. Each has disadvantages. At present, 
however, mouth-to-mouth breathing is the most effective manual method known. In an industrial 
plant, any manual system should be supplemented by mechanical respiration equipment, which can 
provide pure oxygen or mixed gases in the exact amounts needed by an accident or sickness victim. 





The Breath of Life 


IF YOURE still teaching your first aid 
squads the Schafer prone method of 
artificial respiration, you’re as out 
of date as a high button shoe. 

Even the arm-lift back-pressure 
method is on the way out. Already, 
United States armed forces have 
gone to mouth-to-mouth breathing; 
and the American National Red Cross 
has for at least two years recom- 
mended this new system for infants 
and small children. 
Table 1 shows you why _ these 
changes are taking place. When 
you're fighting to give somebody the 
breath of life, you want to use the 
most efficient method you can. 
Mouth-to-mouth (and, in its still 
more modern guise, mouth-to-air- 
way) breathing seems to be just 
that: most efficient. 

In the old days, you rolled a vic- 
tim on his face, straddled him so 
that your nose pointed toward his 
head, and went to work on his ribs 
and back at a steady rhythm that 
couldn’t let up for an instant. That 
was the Schafer prone system, and it 
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could wear you out after 15 or 20 
minutes even if you were a small edi- 
tion of Sandow. 

The Holger-Neilsen (arm-lift back- 
pressure) method isn’t much better, 
except that you don’t have to keep up 
that 12-strokes-per-minute routine so 
exactly. You turn the victim on his 
back, kneel at his head, and pump 
air in and out of his chest with your 
hands just below his shoulder blades. 
As the table shows, the system works 
better than the Schafer plan; but it’s 
still mighty exhausting to the 
who does the pumping. 

There’s another hitch in the 
Schafer and Holger-Neilsen methods: 
you need a flat surface, at least as 
big as a slab in a morgue, to work 


one 


on. People don’t always stop breath- 
ing where surfaces like that are avail- 


able. And you can’t safely use pres- 
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to miss it. 
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sure systems on people with broken 
or cracked ribs; you may puncture 
the lungs. 


Mouth-to-mouth and mouth-to- 
airway breathing licks these difficul- 
ties. A man with heart trouble can 
use it to give artificial respiration, 
without straining himself. You can 
keep it up as long as you can breathe 
yourself, and you can use it even if 
you don’t have a 7’ x 3’ flat area to 
work on. 

Numbers of physicians recommend 
the new system in preference to any 
other. Already it’s the prescribed 
for United States armed 
forces. It’s probably only a matter 
of time before it becomes the official 
Red Cross method for adults; it is 
now for babies. 


system 


A lot of the work of testing and 
developing mouth-to-mouth — breath- 
took place in Baltimore, where 
the department of anesthesiology of 
the City Hospitals experimented un- 
der a research grant from the army’s 
surgeon general. Results of the ex- 


oOo 
ing 
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Captain Martin C. McMahon, Baltimore Fire Department ambulance service, 
1. begins a demonstration of mouth-to-mouth breathing by inserting his left 
thumb into the victim’s mouth and placing his right hand on the victim’s 
forehead. McMahon’s right thumb and first finger close the victim’s nose. 





McMahon maintains as nearly an air-tight seal as possible between his lips 

2. and the victim’s mouth, The rescuer’s lips must completely surround the 
victim’s before mouth-to-mouth breathing begins. As each breath ends, 
the rescuer raises his head to take in more air while the victim exhales in a 
natural reaction of chest muscles. 




















McMahon shows an alternate method: first fingers under the ear lobes, 
4 exerting upward pressure until the victim’s lower teeth stand higher than 
his upper ones. This system always should be used on children under 3 and 
on adults whose jaws are hard to open. 


periments were recorded in part in A 
Manual for Emergency Artificial 
Respiration, written by Peter Safar, 
M.D., chief of the City Hospital de- 
partment of anesthesiology, and by 
Martin C. McMahon, captain, Balti- 
more Fire Department ambulance 
service. 

The manual goes into great detail. 
It outlines, with line drawings, sev- 
eral ways to handle mouth-to-mouth 
breathing, with and without airways. 
(An airway is an S-shaped tube that 
runs from your mouth to the vic- 
tim’s.) We'll simplify the instruc- 
tions: 

> Put the victim on his back if 
you can; you need to watch his face. 
Clean out his mouth and throat if 
there’s anything blocking them. Re- 
move any false teeth—and put them 
where nobody will step on them. 

> Tip the head back as far as you 
can, to stretch the front of the neck. 
From the victim’s left side, put your 
left thumb between his teeth and 
grasp his jaw. Lift the lower jaw up 
until the lower teeth stand out higher 
than the upper teeth, and hold the 
jaw there as long as the victim stays 
unconscious. 

> Use your right hand to close the 
victim’s nose. Take a deep breath, 
and put your lips over the victim’s 
entire mouth in as nearly an airtight 
contact as you can. Blow hard into 
an adult’s mouth, gently into a 
child’s. Keep an eye on the victim’s 
chest; when it rises, stop blowing and 
take your mouth away. The victim 
will exhale without any effort on your 
part. If the chest doesn’t rise when 
you first blow into the mouth, change 
the position of the head and make 
sure the mouth and throat are clear; 
then try again—blow a little harder. 
Keep up the breathing cycle at a rate 
of 12 to 20 times a minute. 


If you use an airway, you have a 
little different problem. Airways 
come in two sizes: one for children 
and adults; one for children and in- 
fants. You can’t use them inter- 
changeably with any great success. 

> Open the victim’s air passages 
the same way you would for mouth- 
to-mouth breathing. 

> Working from the top of the 
victim’s head, use one hand to force 
open his mouth. Put the airway in 
his mouth with the other hand; 
avoid pushing his tongue back in his 
throat. 
> Put your hands on both sides 






















of the victim’s lower jaw and pull up, 
to stretch the front of the neck. Press 
his nostrils together with the heels of 
your thumbs. Push the flange of the 
airway firmly against the victim’s 
mouth with your thumbs; that’s to 
prevent air from leaking out when 
you blow. 

> Blow into the mouthpiece of the 
airway. From this point on, the 
method is the same as it is in regular 
mouth-to-mouth breathing. 





The Baltimore tests indicate 
that you’re not in much danger of 
catching anything from the victim McMahon inserts a standard airway (S-curved plastic tube) into the 
when you treat him with mouth-to- 4 victim’s mouth, This is mouth-to-mouth breathing in a different form: 
mouth breathing. If vou do worry the rescuer’s mouth never touches the victim’s. Two sizes of airways are 
about sanitation, use an airway. The available: one for children, one for adults; they are not normally inter- 

: eae. , changeable. 
system will work well even if the vic- 
tim has water in his stomach and 
lungs. 

Now and then, the victim’s stom- 
ach will partly fill with air and start 
to blow up like a balloon. Stop the 
breathing treatment for a few sec- 
onds, and make the victim burp by 
pushing down on him with your hand 
between his navel and his breast 
bone. That may make him vomit, too; 
so you may have to clear out his air 
passages again before you start the 
treatment for the second time. 


























An airway costs about $1.50. You 
can buy airways ir s-ts—one airway 
of each size—or singly. They’re 
made of plastic, and stand up well 
under any ordinary use. At least one 
airway has a mask to fit over the vic- 
tim’s nose and mouth. 

Another device, selling for around 
$35, makes mouth-to-mouth breath- 





: bao ee The airway stands in the victim’ ith i i : 
ing easier in two ways: it gives you pa } s victim’s mouth with its breathing end in a 
P f . hi -d . Position that McMahon easily can reach with his own lips, The victim 
a carrying case lor everything you should lie on his back, his chin well up to stretch his breathing passages. 
need, including a breathing tube long The rescuer’s hands close around the victim’s mouth and the airway to 
enough to be more easily handled help prevent air leakage. 
than a plastic airway; and it lets you 
give the victim the entire oxygen con- 
tent of the air. In ordinary mouth- 6 McMahon holds the victim’s head in the “sniffing position,” breathes into 
. or: the mouthpiec ai 7 » rese . k 5 sof aan? 
to-mouth breathing, the victim gets . uthpiece of the airway. As the rescuer blows, he watches the victim's 
chest. When the chest rises, the rescuer stops blowing, removes his mouth 
only a part of the normal oxygen 


; ; from the airway, prepares for the next “blow.” 
supply—although it’s a big enough 


part that the system is much the 
most successful of any manual arti- 
ficial respiration plan. As is true with 
airways, the mouth-to-mask device 
protects the first-aider from any 
danger involved in direct mouth-to- 
mouth contact with the victim. 























You should, of course, have me- 
chanical equipment in your plant to 
supply air and oxygen to sickness 
continued on page 70 





Let’s face a generally acknowledged fact: mouth-to- 
mouth rescue breathing is meeting with increasing 
acceptance as the standard for suitable emergency 
resuscitation of victims of breathing failures. 

The Red Cross, as well as many governmental and 
civic agencies, accepts this widely recognized intermit- 
tent positive pressure rescue breathing method. 
<e-itl Sse Fo Fn — There is an impressive history of arrested breathing 


victims who owe their lives to this dependable principle. 
INCREASING ACCEPTANCE It has wees “ be iis ce and a aaa. 

The evidence is irrefutable, we honestly do believe. 
OF MOUTH-TO-MOUTH 


So doesn’t it seem logical that this popular concept of 


RESCU E BREATH | NG mouth-to-mouth rescue breathing should be continued 


with a mechanical resuscitator using the same princi- 


STRE NGTH E N S TH E CASE ple: intermittent positive pressure. : 


Once again, we honestly do believe it does. 


FOR INTERM ITTE NT As a result of this long stated conviction of ours, we 


manufacture the M-S-A PNEOLATOR’. This simple 
POSITIVE PRESSU RE resuscitator administers automatic artificial respiration 

in much the same manner employed in mouth-to- 
mouth rescue: intermittent positive pressure. 


























The Pneolator inflates the lungs of the unconscious 
victim with life-sustaining oxygen, in the right amount, 
and at the right pressure for the individual’s own 
requirements. With the Pneolator, you can quickly 
determine if the air passages are blocked. 


Exhalation is automatic. It takes place by the normal 
passive return of the respiratory muscles and lungs. 
The M-S-A Pneolator automatically converts to an 
“‘inhalator” type apparatus as soon as the patient re- 
sumes breathing. 
May we conclude on a note of caution? The first few 
minutes after breathing has ceased are the most criti- 
cal. Artificial respiration should be started at once 
and continued until the Pneolator is put in use. 
Please don’t hesitate to get in touch with us for help- 
ful literature, answers to specific questions, and an 
authoritative demonstration of the M-S-A Pneolator. 
Write: Mine Safety Appliances Company, Pittsburgh 
8, Pennsylvania. In Canada: Mine Safety Appliances 
Co. of Canada, Ltd., Toronto 4, Ontario. 


Every day—in many ways—MSA products safeguard millions of lives 


SW 4 
‘se i] 
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Typical local exhaust equipment used for processing tanks at the Western Electric Kearny Works. 


5-Way Attack on Plating Room Accidents 


Ir you bo plating, you have special 
troubles. You can’t handle acids, 
alkalies, solvents, and poisonous ma- 
terials without danger. Even getting 
rid of old containers is a problem. 

Western Electric Company, at its 
Kearny Works, Newark, New Jersey, 
has attacked plating room hazards in 
five ways: (1) with rules to control 
material handling; (2) with protec- 
tive clothing and equipment; (3) 
with regular medical examinations; 
(4) with ventilation and exhaust sys- 
tems; (5) with classification of the 


> : 
degree of danger in each process. 


Rules for chemicals 


Only departments that are author- 
ized to use particular chemicals may 
withdraw them from company store- 
rooms. Quantities are restricted; a 
department may take out no more 
than enough for process or for fill- 
ing safe storage facilities in its own 
area. Materials must be correctly 
labeled. 


As soon as they've been emptied, 
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Metal Finishing Engineer 
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carboys and cyanide drums are 
washed thoroughly and tagged to in- 
dicate they’re clean. Carboys go back 
to storage areas; drums go to the 
cleaning crews for disposal. Paper 
cyanide containers are sealed and 
labeled when they’re emptied; they 
go at once to the incinerator to be 
burned. 

Department supervisors teach their 
people how to work safely, then see 
that the people use necessary safety 
equipment whenever they handle or 
mix chemicals. 

Western Electric furnishes acid 
dippers and platers with a wide vari- 
ety of protective clothing and equip- 
ment. 

Safety glasses with side screens or 
plastic mono-goggles that can fit over 
prescription protect eyes 
against chemical splash and flying 
particles. The company sees that gog- 
gles are comfortable, vented to re- 
duce fogging. 


glasses 


Respirators—types approved by 
the United States Bureau of Mines 
protect men against dusty chemicals. 
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Heavy-weight rubber gloves pro- 
tect hands and arms. Usually, the 14- 
inch length is supplied, because it 
covers more of the arm than shorter 
styles. 

Rubber-coated fabric aprons act as 
a barrier against many chemicals. 

Overalls and undershirts generally 
are cotton, which absorbs liquids well 
and gives workers a little time to take 
off their garments if they’re splashed 
with acids or alkalies. However, some 
synthetic fabrics 
where practical, 
economy. 

All-rubler safety shoes with molded 
cleats help 


are being used 


because of their 


prevent slips on wet 
floors. 

Socks—half wool, half cotton 
are chosen for long wear and their 
ability to absorb moisture. 

There are separate lockers for 
street and work clothing. That pre- 
vents damage to the street clothes 
through contact with 
splashed work clothes. 

Piaters and acid dippers get not 
only regular pre-employment physi- 


chemical- 
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WESTERN ELECTRIC provides this variety of protective clothing 
and equipment for acid dippers and platers at its Kearny Works. 





FIGURE 1: PLATING ROOM HAZARD RATINGS 


Letters A, B, C, show the dangers that lie in specific plating room 

operations. Officially, ratings are called “hazard potentials.” PPM = parts 

per million parts of air by volume. M/CuM = micrograms per cubic 
meter. 

Hazard Potential 


Dangerous at PPM* Dangerous at M/CuM” Flash Point 


A 0-100 0-100 Under 100° F. 
B 101-500 101-500 100°-200° F. 
( Over 500 Over 500 Over 200° F. 
"M/CuM covers dusts and mists 


“PPM measurement covers gases and vapors. 





FIGURE 2: MINIMUM CONTROL AIR SPEED 


This table, based on New Jersey Department of Labor & Industry rules and Western 

Electric Company practice at its Kearny Works, sets out the minimum control air 

speeds (in feet per minute) for local exhaust systems installed to meet varying 

degrees of hazards in plating room operations. An explanation of hazard classifica- 
tion appears in Figure 1 and the accompanying text. 


Enclosing Hood 
Hazard One Side Two Sides Lateral 
Classification Open Open 
A-1, A-2, B-1 75 100 125 175 
A-3, B-2, C-1 65 90 100 150 
B-3, C-2 50 75 75 125 
A-4, B-4, C-3, C-4 


Adequate general room ventilation 


Canopy Hoods 
Three Sides Four Sides 
Exhaust Open Open 


Note: Minimum control velocity for lateral exhaust is needed at whatever point 
at the top of the tank is farthest from the hood opening or openings. 











cal examinations, but periodic follow- 
up examinations. That makes sure 
they haven’t been hurt or become 
sick as a result of their work, that 
they're in good health so they can 
work safely. 

Anyone who has an accident in- 
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volving cyanides, acids, alkalies, or 
fumes must go at once to the com- 
pany dispensary for examination and 
care. Western Electric keeps pearls 
of amyl nitrate and gauze in plant 
areas where cyanide is used. 
Emergency showers and eyewash 


fountains, with ample supplies of 
fresh, clean water, are ready for in- 
stant use if acid or alkali burns occur. 

Workers are forbidden to eat or 
store food in plating rooms or storage 
areas. Chemicals easily can contami- 
nate food, then enter men’s bodies 
to cause any of several different sick- 
nesses. 


Fume control rules 


Rules and Regulations Governing 
Local Exhaust Systems (issued by the 
New Jersey Department of Labor & 
Industry) control Western Electric’s 
efforts to exhaust dangerous fumes 
and dusts. The rules serve two pur- 
poses: (1) to set up minimum stand- 
ards for design and operation of ex- 
haust systems; (2) to provide a 
guide for maintaining healthful work- 
ing conditions. 

New Jersey rules set these maxi- 
mum allowable concentrations for 
some of the gases and vapors found 
in plating rooms: 


Substance PPM* 
Acetic acid 10 
Benzene (benzol) 35° 
Hydrogen chloride 5 
Hydrogen fluoride 10° 
Nitrogen oxides 

(except N20) 25 
Trichloroethylene 100° 


The rules lay out these limits for 
fumes, dusts, and mists: 


Substance M/CuM” 
Chromic acid 100 
Chromates (CrO;) 100 
Cyanide 5,000 
Lead 150” 
Sulphuric acid 1,000 


Hazard classifications are estab- 
lished by the New Jersey rules. They 
break down open surface tank opera- 
tion into 12 groups, running from 
A-1 (most dangerous) to C-4 (least 
dangerous). With data drawn from 


continued on page 52 


*PPM = parts per million parts of air by 
volume. New Jersey standards differ from 
those of the American Conference of Gov- 
ernmental Industrial Hygienists in three 
respects: ACGIH limits are 25 ppm for 
benzene (benzol), 3 ppm for hydrogen 
fluoride, 200 ppm for trichloroethylene. 


°M/CuM = micrograms per cubic meter of 
air. New Jersey maximum allowable con- 
centrations differ from those of the ACGIH 
in one instance: the ACGIH limit for lead 
is 200 M/CuM. ACGIH limits normally are 
stated in terms of milligrams (not micro- 
grams) per cubic meter; for example, 0.2 
milligrams of lead per cubic meter. 


MARCH 1959 © OCCUPATIONAL HAZARDS 





THE STAFF at Battelle Memorial Institute, Columbus, Ohio, does research in 
20 major fields of science. Not shown is the nuclear research center located 


outside the city. 


Out With Gimmicks—Stick to 


GROWING MUSHROOMS isn’t very dan- 
gerous; working with atomic energy 
can be. Men do both on the 500-acre 
grounds of Battelle Memorial Insti- 
tute, Columbus, Ohio, as part of re- 
search work in 20 major fields of 
science and technology, ranging from 
chemistry to the graphic arts. 

For example, one group of scien- 
tists looked for a way to cut down 
the 6-week growing time for mush- 
rooms. They found they could pro- 
duce mushroom tissue in two days 
by cultivating it in vats. Another re- 
search team—this one experimenting 
with atomic energy—helped produce 
the reactor for the first atomic sub- 
marine, the Nautilus. 

What special safety problem does 
a research organization have? How 
do these differ from the problems of 
an industrial plant, and what can 
the industrial safety engineer learn 
from the research safety engineer? 
To find out, an OccUPATIONAL 
Hazarpbs editor questioned Battelle’s 
safety engineer, Daum Peterseim. 


How many people work at 
Battelle, and what is their back- 
ground? 


Our Columbus staff has 2,200 re- 


search scientists, technicians, and 
About two-thirds are 
on the research staff; the other third. 
the service group, 


chinists, glass blowers, accountants, 


service people. 
includes ma- 


clerks, and maintenance people. We 
also have 600 staff members at our 


“We have 2,200 working here” 


laboratories in Frankfurt/Main, Ger- 
many, and Geneva, Switzerland. Our 
scientists are specialists and experts; 
more than 200 of them are listed in 
American Men of Science. 


For whom do you conduct 


research? 


About half of our work is done for 
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Fundamentals 


the government; the rest, for private 
industry. We do research in all ma- 
jor fields of science. Our studies 
range from ones that are quite fun- 
damental in nature to those directed 
toward a well-defined problem. 


How does the safety engineer 
work with the research teams? 


Safety at Battelle is a staff function. 
I work directly with the leaders of 
The di- 
vision leaders are responsible for the 
safety of their workers. The safety 
department sets up the general pro- 
gram and advises the division leaders. 
We have one special committee 


our 47 operating divisions. 


that on radiological safety. 


Then the actual practice oi 
safety is left up to the division 
chiefs? 


But of 
course the safety department has the 
final word on eliminating hazards 
or dangers. Upon my recommenda- 
tion, any unsafe project would be 
closed. I’ve never had to make such 
a recommendation. 


For the most part, yes. 








METALLURGISTS (top) who do 
metal melting and casting at 
Battelle post signs te warn of 
danger. Lights and a buzzer pro- 
vide additional warning. ... A 
portable pump (right) solves a 
common laboratory hazard: re- 
plenishing the overhead distilled 
water supply. The chemist is 
saved the strain of lifting heavy 
bottles. . . . A portable exhaust 
hood (bottom) on adjustable 


legs furnishes protection against: 


fumes when specimens cannot 
be taken to permanent hoods. 
Battelle people designed and 
built the unit. 


When a project is first being 
organized, are you called in for 
recommendations? 


I try to get in on most projects dur- 
ing the planning stage. It’s impor- 
tant, because any project accepted by 
Battelle is done on a contract basis. 
The sponsor pays for the services of 
our staff and for materials and 
equipment used. We include charges 
for special safety measures, such as 
extra guarding, ventilating, barri- 
cading, or medical testing. By an- 
ticipating the need for special safety 
equipment before a project gets un- 
der way, we are able to estimate more 
accurately the actual cost of the 
project. 


You mentioned barricading. 
Do you actually build walls 
around projects? 


In research, we work, in a man- 
ner of speaking, on the edge of the 
forest. Many of the things we do 
are so new we don’t know exactly 
what our safety problems will be. 
Sometimes we over-engineer, feeling 
it’s better to err on the safe side. This 
includes building walls when neces- 
sary. But you have to use good 
judgment if you want to retain the 
confidence of men whose main job is 
conducting research. 


Are there any special prob- 
lems in working with scientists? 


It’s important first to get us in the 
right perspective. We're not on cloud 
9. Basically our people are very 
much like the ones with whom most 
safety directors deal. We try to 
ground the individual in safety by 
educating him and by providing safe 
working conditions. 


We've heard that many engi- 
neers go through college without 
a single course in safety. Some 
say these engineers are the most 
serious safety offenders. What's 
your opinion? 


Certainly safety consciousness is 
a desirable asset in the new engineer, 
whether he has acquired it in a 
course or whether it is a by-product 
of good training throughout all of 


continued on page 75 





to simplify your industrial hearing test program... 


check employee hearing faster, more accurately 


with the 


Beltone 


PORTABLE AUDIOMETER 
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Model 9-A, $295. The most widely used audiometer for indus- 
trial hearing conservation programs. Model 9-A is equipped 
with individually equalized double air receivers, instruction 
manual, pad of audiogram cards, plastic dust cover. 


Hearing Conservation Programs play 

an increasingly vital role in industrial safety 
plans. To insure against future excessive 
compensation claims, pre-employment 
hearing tests by scientific audiometric 
methods are a necessity. 


Experts agree that the Beltone Portable 
Audiometer gives industry outstanding 
advantages for testing. Leading companies 
have turned to the Beltone Portable 
Audiometer because it gives them these 
unsurpassed features: 


Model 10-A, identical to 
Model 9-A, except that it is 
equipped with calibrated 
masking tone and bone con- 
duction receiver. Model 10-A, 


$350. 


AUDIOMETERS 


made by the Beltone Hearing Aid Company 
WORLD’S LARGEST EXCLUSIVE MANUFACTURERS OF 


AUDIOMETERS AND TRANSISTOR HEARING AIDS 
2900 West 36th Street, Chicago 32, Illinois 


Accuracy—exclusive one tube electronic circuit and 
single induction coil assure greater accuracy through 


trouble free circuits. 


Ease of Operation —large easy-to-read dials allow oper- 
tor to prepare audiograms quickly, simply, with mini- 


mum amount of effort. 


Weight—only 11 pounds—far less than most previous 


audiometers. 


Low Cost—no other audiometer costs so surprisingly 


little to buy, service, and maintain. 


Mail coupon today for fully illustrated FREE 
brochure, entirely without obligation. Dis- 
cover how the portable Beltone Audiometer 
gives you new advantages for easy, accu- 
rate measurement of hearing. 


SOOSSHSSHSSSSHSHHHSSHEHEHSESESSESESESOSEEES 


Audiometer Division 
Beltone Hearing Aid Co., Dept. 9-196 
2900 West 36th St., Chicago 32, illinois 


Rush me, free of charge, full information on 
Audiometer. 


Name 


Send for 

FREE brochure 
that reveals 
all the facts 


the Beltone Portable 





Address___ 





City a pean — 


Position____ 


Circle No. 25 on reader service card 
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points out how fo prepare your workers, your plant, and your municipal fire 


FIRE PROTECTION 
FOR INDUSTRY 








NATURAL GAS ignited at 200 pounds 
pressure roared into flame. The first 
man in the line moved toward the 
blaze, and within seconds it was out. 

The scene was an open field next 
to an East Ohio Gas Company in- 
stallation. The fire-fighters: East Ohio 
Gas Company employees. The man in 
charge: Don Buckley, director of 
safety. ’ 

After the fire was quenched, a new 
one was ignited; and another fire- 
eater moved from the line to take 
his turn. Every operating employee 
of the company goes on the fire firing 
line every two years. 

Buckley says, “We're not attempt- 
ing to make expert fire-fighters out 
of these men, but we are trying to 
show them how easy it is to combat 
a high-pressure gas fire.” 

Buckley believes confidence born 
of first-hand experience often spells 
success in containing a fire before it 
assumes disastrous proportions. 

In the three years that East Ohio 
Gas has conducted fire demonstra- 
tion programs, Buckley and his asso- 
ciates have seen many examples of its 
efiectiveness. 

A compression station oiler in 
North Canton, Ohio, told Buckley 
after taking part in a demonstration, 
“If I’d have seen a fire like that yes- 
terday, I’d have taken off. Now I’d 
know how to handle it.” 

John B. Quinn, program instructor, 
remarked that at every demonstra- 
tion there are always several men 
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Do you face the danger of fuel gas fires ? 


Here's What to Do to Beat 


who are a little queasy about fighting 
a fire. 

“They keep shying to the back of 
the line. But once they get in and put 
one out, they’re always the ones back 
for a second try. That’s what we’re 
trying to achieve.” 


Lectures plus practice 


The fire demonstrations begin with 
a half-hour lecture on the basic prop- 
erties, classifications, causes, and ex- 
tinguishing agents of fires. All types 
of extinguishers are demonstrated, 
with special emphasis on _ those 
recommended for gas and oil fires. 
Spectators form a line and watch 
while Class B fires are extinguished 
by the instructors. Then it’s their 
turn. 

Buckley and his staff have all the 
facilities necessary for starting and 
maintaining fires without undue risk. 
For fires extinguished by suffocation, 
gas piping is provided; it resembles a 
gigantic, 4-pronged pitchfork. 

The source of supply is the pitch- 
fork handle, A main 2-inch line runs 
from the source. A 2-inch manifold 
runs perpendicular to the handle. 
Stemming from the manifold are four 
parallel 2-inch pipes, 20 feet apart. 
There are core-type valves at the 
junction of each of the four test-fire 
lines and the manifold. 

A professional fire-fighter stands 
at the main safety valve throughout 
the demonstration. His job: to cut 


off natural flow in case of need. 

The terminal of one of the fire lines 
is buried just below the earth’s sur- 
face. To represent a fire caused by 
gas escaping from a buried pipeline, 
the buried end of the test fire line is 
used. 

To get the effect of a fire caused by 
a leak in a pipe in an uncovered 
ditch, a piece of steel goes over the 
open end of one of the test fire lines. 
Gas escaping from a fractured line 
or cracked fitting causes flames to 
flare out in all directions. Buckley and 
his men produce this kind of fire by 
using an above-ground flange with- 
out a gasket. 

A pipe points straight in the air to 
simulate fire conditions resulting 
from a broken line. 

Demonstration officials provide an 
oil blaze for men whom the practice 
would logically benefit --- auto me- 
chanics, compressor and pressure 
station employees. For this exercise, 
a 10’ x 12’ earthen dike is construc- 
ted; 150 gallons of oil are poured 
into it and set afire. With the aid of 
30-pound dry chemical extinguishers, 
employees put the fire out in ap- 
proximately 8 seconds. 

Many municipal firemen have at- 
tended the demonstrations. On one 
occasion, a group of volunteers from 
near Canton, Ohio, asked that a 
special demonstration be put on for 
them. East Ohio Gas complied, and in- 
vited the volunteers to use their own 
equipment in addition to the dry 
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A Cleveland public utility 


department to fight them... 


— Gas Fires 


chemical and CO, extinguishers the 
company provided. The volunteers 
tried water fog from their pumper 
and successfully extinguished a gas 
fire. 


Ideas for fire-fighters 


Buckley is very much in favor of 
these exchanges between the com- 
pany and the municipal fire-fighting 
groups. As he remarked concerning 
the volunteers: “Now if we ever have 
to call on them, they know that they 
can use their water fog equipment to 
put out a gas fire. We learned some- 
thing, too. While water fog is not as 
good as dry chemical or CO, for a 
vas or oil fire, it is very effective.” ABOVE: East Ohio Ges Company fire-fighter uses dry chemical extinguisher on 
: Here are seus of Buckley’s recom- an oil fire during fire demonstration. BELOW: A student attacks a gas fire fed 


4 by a leak in a line within an uncovered ditch. 
mendations for handling a natural 


gas fire. 

“If it’s burning harmlessly, let it 
burn and turn off the source of sup- 
ply. It this is impossible, natural gas 
is very easy to extinguish by exclud- 
ing its oxygen supply. Dry chemical 
for high-pressure gas fires or carbon 
dioxide for low-pressure blazes can 
be used most effectively. Besides ex- 
tinguishing, the dry chemical also 
serves as a heat shield for the fire- 
fighters. 

“Even water fog can be used ef- 
fectively as a smothering agent in a 
high-pressure gas fire. In fact, if the 
gas has ignited Class A material such 
as grass or wood, water fog is espe- 
cially good.” @ @ 





Here’s where your 
Floor Maintenance 
Dollars Go: 








A dollar or two saved by buying inferior 
polishes might put a smile on the Pur- 
chasing Agent's face. But, Mister, that’s 
chicken feed compared to the real money 
LEGGE saves you on upkeep. 


LEGGE Safety Polishes stay on the floor 
where they belong. Heavy traffic won't 
walk ’em off. They outlast ordinary pol- 
ishes by up to 8 times. After the first 
application, a light daily touch-up pro- 
gram replaces the labor-consuming 
routine of stripping, polishing, stripping, 
etc. 


Materials actually cost you less be- 
cause you use less. But the big payoff is: 
you save up to 40% on maintenance. A 
famous institution lopped $19,000 off its 
annual floor upkeep budget. These are 
not just claims. These are facts which 
we'll be delighted to prove whenever you 
say the word. 





May we arrange an ap- 

pointment for you with Rawk 

a LEGGE Floor Specialist? é Lp ent: 
No obligation. Or clip 

the coupon today for our LEGGE SYSTEM 
Free booklet, “Mr. Higby +f Safty Plosr 
and the Gremlin”. 











Walter G. LEGGE Company, Inc. 
Dept. O-3 101 Park Ave., N. Y. 17, N.Y 


Branch offices in principal cities 
In Toronto — J. W. Turner Co 


[-] Have a Legge man cal! me for an appointment 
C] Send me your Free floor maintenance booklet. 
Name 

Title 

Firm 


Address 


Circle No. 26 on reader service card 
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No CASH prizes—no autos—no trips 
to Paris—not even a turkey. Yet 
once a month 1,100 workers at Nor 
ris-Thermador Cerporation’s Vernon 


Plant, Los Angeles, crowd around 
bulletin boards to see if they’ve been 
lucky in a lottery. The prize? Only 
a tiny Green Cross Safety Club pin. 

Southern Californians have been 
conditioned to big cash drawings. 
Nevertheless, the Norris-Thermador 
lottery, with its simple award, works. 
It’s paid off in increased interest in 
safety among plant people, as well as 
in accident reduction. 


At the start of each month. 
every department’s general foreman 
picks a committee of three workers. 
The ones he selects never are known 
to others in the department. 

Badge numbers of all department 
people go into a hat or box. One 
committee member, in a secret draw- 
ing, picks as many numbers as the 
department is entitled to: 1 number 
for every 20 people. A department 
with 100 workers, for example, has 
5 numbers chosen. Every department 
may select at least 1 number. 

As the committee member draws 
a number, he hands it to the general 
foreman. Nobody except the com. 
mittee and the foreman knows what 
numbers are the lucky ones. 

The rest of the month, the commit- 
tee works with the general foreman 
and the safety department to watch 
the safety performance of those whose 
badge numbers were drawn. It’s for 
this reason that committee members 
remain anonymous. 

At month’s end, names and badge 
numbers of award-winners go up on 





Safety 
Lottery 


bulletin boards. Those whose num- 
bers came up in the drawing and who 
maintained perfect safety records 
during the month go to the general 
foreman’s office to get their Green 
Cross Safety Club pins. 

If, however, a man’s number was 
drawn but he was found violating a 
safety rule during the month, he’s 
told privately what kept him from 
winning. His number goes back in 
the drawing for next month. 


No one Once a 
worker has a pin, his number is dis- 
carded. Eventually the safety lottery 
N. P. De 
Jura, supervisor of safety, feels that 
by that time the drawings will have 
served their purpose: to increase 
worker participation in the safety pro- 
gram. He'll look around then for 
some new promotion method. 


can win twice. 


will run out of winners. 


“Safety meetings, instructions, bul- 
letins, and signs are easy to forget,” 
De Jura told our western editor. 
“But the average worker will have 
safety constantly in mind, if only sub- 
consciously, when he knows that an 
infraction of common-sense safety 
procedure may lose for him his 
chance of winning in the monthly 
lucky-number drawing.” 

There’s a rule that makes sure 
award-winners will keep up their in- 
terest in safety even after their badge 
numbers have been taken out of the 
drawings. 

“If a member of the club is ob- 
served in a safety violation,” De Jura 
said, “he may lose his membership 
and have to start all over again to 
regain it.” @ @ 
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wee es 


Helicopter approaches gasoline spill fire from left, hovers low while its rotors... 


FIRE PROTECTION 





FOR INDUSTRY 





They Fan 


Fires to Put 
Them Out 


Georce Kuester, Convair’s Palm- 
dale, California, plant fire chief, and 
Chief Harry Oman of Lockheed Air 
Terminal set this spectacular practice 
blaze to test the value of helicopters 
in fighting crash fires. 

Flames roared skyward. A whirly- 
bird moved alongside and _rotor- 
blasted them. Within seconds, fumes 
and smoke dispersed, and flame 
height dropped to 18 inches. Fire 
fighters on the ground immediately 
moved in with dry chemical extin- 
guishers. 

Now, in case an airplane crashes 
at the plant, the pilot doesn’t have 
to remain in the cockpit until firemen 
clear a path for him; if he isn’t seri- 
ously hurt, he can walk away through 
rotor-flattened flames. At the same 
time, ground crews need only a mini- 
mum of equipment to protect them 
against heat; they can go to work on 
a fire without delay. © © 
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... lets firemen rush in at once with dry chemical units. 
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BOB DICKSON (left), 
manager, Dairypak Butler, Inc., and Dave Camp- 
bell, safety coordinator, inspect an example of 
machine guarding. . . . ANN DEMETREOU, edi- 
tor of the company magazine, talks over with 
Campbell the layout of a story aimed at promoting 


Operation 58. 


central division plant 


OPERATIO, 


OPERATION 58 was neither a govern- 
ment project nor a new television sus- 
pense drama, though for several 
weeks in late 1957 employees of 
Dairypak Butler, Inc., weren’t really 
sure. Company plants were decor- 
ated with streamers and signs, pro- 
claiming “Operation 58” and “You 
have a date with Operation 58.” 

Within several weeks, the mystery 
was solved. Each employee received 
a letter from president (now board 
chairman) Clarke Marion explaining 
that Operation 58 referred to a year- 
long accident prevention program 
aimed at a 75% reduction in on-the- 
job accidents that resulted in lost 
time or required medical attention. 
To attain this goal, there must be 58 
less accidents in 1958 than there had 
been in 1957. 

The January °58 issue of Pak-O- 
News, the company magazine, re- 
viewed the new program’s objectives, 
exhorted employees to think safety 
at all times, “at your job, in your 
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The article in- 
cluded Ten Commandments of Safety 
and a message from president Mar- 
ion, who urged, “I hope you will give 
special attention to this accident pre- 
vention program. It has been formu- 
lated for your safety, health, protec- 
tion, and security.” 


car, in your home.” 


Even as the magazine was being 
distributed in the company’s four 
plants, Dave Campbell, personnel as- 
sistant and safety coordinator, was 
laboring over the 1957 annual safety 
report. When it was completed, all 
key men got copies. 

The report compared the com- 
pany’s 1957 safety performance to 
that of the previous year and to the 
industry average. It alluded to the 
role of the plant magazine in the 
safety program, to safety committees, 
policy statements, fire training, en- 
gineering, community relations, con- 
tests and awards, and policy state- 
ments. 














The report concluded by recount- 
ing in detail three 1957 accidents, 
which pointed up “some specific 
needs in our safety program.” It 
broke down all 1957 accidents into 
nature of injury, part of the body 
hurt, department in which the acci- 
dent occurred, and accident cause. 


The division or plant manager at 
each Dairypak Buttler location su- 
pervises the safety program. Com- 
mittees comprised of supervisors, 
hourly rated people, and representa- 
tives from the personnel department 
conduct weekly safety inspections. 

Plant programs are coordinated 
from Olmsted Falls, Ohio, by Camp- 
bell, who, since his appointment in 
1955, has relied heavily on intensive 
promotion to keep safety before com- 
pany employees. 


Of the first eight monthly issues 
of Pak-O-News in 1958, for example, 


continued on page 59 
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SAFETY APPROVED 
-ACTION @& 
TESTED! 





NO OTHER 
HAND CLEANER 


matches the fast effective ™ CLEANER 
cleaning action- - - safety, 1 lw bmECTiONS BELOW SS” 





protection and economy of 
CREME-TYPE GO-JO! 





Removes grease, grime ae 
stubborn soil in 1/0 THE 





Use With or Without Water TIME 


CUTS COSTS 50% with 
One Shot Dispenser - 





automatic - no fuss 
no muss-no waste 





Guards against DERMATITIS and skin irritation — 
Hexachlorophene and Lanolin fortified for gentle, 
soothing skin protection. 


Ge GOJER INC. Box 991 AKRON, OHIO 
America’s Largest Manufacturer 
of Creme-Type 
©- J HAND CLEANER 


Circle No. 27 on reader service card 
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MEN CAME from as far away as Missouri and North Carolina 
to learn how to teach safety to people in their home plants. 
Result: accident frequency dropped 50 per cent. 


Prescription for Accidents: 
Five Dominoes, 330 Pills 


OLD MAN accident frequency has tobogganed fast at the 
Hinde & Dauch Division, West Virginia Pulp & Paper 
Company. May 1956 marked the beginning of his slide. 

It was then that 15 representatives of division plants 
gathered at the Sandusky, Ohio, headquarters for a week- 
long course on industrial safety. Al Lateiner, a safety 
consultant, was hired to give the 36 hours of instruc- 
tion. 

The 15 students were safety coordinators; most were 
foremen; all devoted part-time to safety. Their plant 
employment ranged from 75 to 200. 

None had any experience teaching; few had done any 
public speaking. Lateiner’s course was designed to show 
them how to teach safety effectively. After graduation, 
they were to return to their plants and conduct a 5-hour 
course for foremen, supervisors, and other key people. 


This made up the course . . . 


The first day, Lateiner presented the entire course, 
showed ways to stimulate an audience’s interest. He em- 
phasized the fact that accidents are caused—they don’t 
just happen. 

On the second day, the class answered questions on 
what it had learned, and group discussions got under way. 
Students were given individual assignments to prepare 
for presentation the following day. 

Each presentation was criticized by the others. As the 
week passed, students loosened up. Criticism became more 
penetrating; talks, more dynamic. These new public 
speakers began outdoing one another; competition was 
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keen; the entire class benefited from the show of en- 
thusiasm. 


This was not done withit ... 


Back at his home plant, the coordinator used five 
dominoes to help explain the underlying factors needed 
for an analysis of industrial safety: (1) background of 
the employee; (2) defects of the employee; (3) unsafe 
acts and conditions. One or more of these factors can 
produce: (4) accidents, which in turn may cause (5) 
injuries. 

The coordinator arranged the dominoes in sequence. 
Letters on them made up the five key phrases. 

The coordinator cited the number of injuries to plant 
employees within the last year, defined an accident as 
“an unplanned event caused by an unsafe act or unsafe 
condition.” 

“Why,” he asked, “do some workers act unsafely? 
Because of lack of knowledge, physical defects, and men- 
tal attitudes.” 

With that remark, the coordinator singled out the first 
three dominoes—backgrounds, defects, unsafe acts or 
conditions. 

“Comparatively little,” he said, “can be done to correct 
background or physical and mental defects—at least, not 
by us here. What we can do, though, is eliminate un- 
safe acts and conditions.” 

The coordinator told his class that not all unsafe acts 
and conditions result inevitably in accidents, that not all 


Continued on page 72 
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let IAC help you 
institute an | 
effective hearing 


conservation 
program ...in 
just 3 steps 


MEDICAL 
CONTROL 


IAC Audiometric 
Examination Rooms 
provide the proper 
testing environment 
necessary for obtaining 
accurate and valid 
audiograms in 
pre-employment, 
periodic and 
termination hearing 
examinations. 


ENGINEERING 
CONTROL 


1AC Machinery Enclo- 
sures help control noise 
levels by isolating noisy 
equipment. These 
enclosures protect 
personnel from damag- 
ing noise exposure from 
equipment such as 
shredders, dicers, 
vibrators, swagging 
machines, etc. 


ENVIRONMENTAL 
CONTROL 


IAC, leader in industrial 
noise control, offers you 
engineered equipment, 
designed to your specific 
requirements for effecting a 
complete Hearing 
Conservation 

Program. Send 

coupon for com- 

plete details. 


Valuable Territories 
Open for Qualified 
Representatives 


industrial Acoustics Company, Inc. 
341 Jackson Avenue — Dept. OH-3 
New York 54, N. Y. 


C) Send Literature [) Have Representative Call 
Name " 7 _Titie_ 

Company 
Address 











Zone. _ State__ 





Where manufacturing 
noise cannot be isolated, 
IAC Quiet Rooms provide 
controlled working 
conditions to shield 
personnel from damag- 
ing noise. Typical 
applications include 
such uses as shop and 
power plant offices, 
control booths, etc. 


INDUSTRIAL ACOUSTICS 


COMPANY, INC. 


341 Jackson Avenue e New York 54, N. Y. 


See us in Booth 86 — Western Safety Congress — Ambassador Hotel — Los Angeles — March 23-25 


Circle No, 28 on reader service card 





“the mercy dressing" that won't pull off the scab 


Now you can provide your workers this improved nonadherent dressing that doesn't 
hurt when you take it off. Available in a wide variety of MSco field first aid units in- 
cluding 1-inch plastic adhesives shown above . . . the longest made (3%") to provide full, 
proper overlap on the well-developed fingers and knuckles of industrial workers. 
MSco brings you TELFA* PAD extra features at no extra cost over plastic adhesives 
with an ordinary pad. 


WHAT IT 1S... TELFA is an entirely new type nonadherent dressing 
for all wounds. It consists of a nonwettable, perforated plastic film firmly bonded to 
a highly absorbent material. 

HOW IT WORKS. .... Wound drainage is absorbed through perfora- 
tions in the plastic film (which is placed next to the wound) by the virtual pumping 
action of highly absorbent backing. 

TELFA allows wound to drain, but doesn’t stick to the scab like an ordinary 
gauze pad. It is “the mercy dressing” that leading hospitals have adopted to prevent 
damage and scarring to healing skin tissue . . . speeds wound recovery! 

NOW AVAILABLE IN THESE MSco UNITS... No. 100ACT 


l-inch Adhesive Plastic Bandage; No. 211A 2-inch Bandage Compress; No. 212A 
3-inch Bandage Compress; No. 213A 4-inch Bandage Compress. 


*Trademark of The Kendall Company 


Contact your nearest MSco distributor, or 


OUCH! Old-style ban- 
cage with gauze pad is 
stuck to wound caus- 
ing it to bleed. So 
wound has to heal all 
over again. 


SMOOTH! Bandage 
with TELFA PAD 
doesn't ever stick to 
wound. Scab stays 
put, wound stays 
healed! 


SIE 


Medical Supply Company <5); 


Rockford, Illinois 


CAMESCO Medical Supplies Ltd., Toronto, Canada 


Circle No. 29 on reader service card 
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POOR HOUSEKEEPING helped build a $1-million fire loss. Hundreds of gallons 
of oil and flammable solvents were stored in open tanks inside the plant. More 
oil was kept in ordinary drums. When fire broke out, petroleum vapors exploded, 


How 


WHITE-HOT FLAMES turned hose 
streams into steam. Fire and smoke 
billowed 150 feet into the night sky. A 
man saw flickering red reflections on 
the windows of the house next door to 
his, called fire trucks only to learn 
that the real fire was blocks away. 

Metal twisted; girders sagged. 
Brick walls caved in. The roof fell. 
Drill presses and lathes flared as their 
grease and oil ignited. Fourteen fire 
trucks poured water and men into the 
fight. A tanker raced back and 
forth to a distant hydrant, hauling 
extra water as the supplies at the 
burning factory failed. 

The battle took all night, lasted 
far into the next day. When it was 
over, 80% of the factory and its con- 
tents was a total loss. The Wiscon- 
sin Screw Company, on the outskirts 
of Racine, Wisconsin, temporarily 
was out of business. 


You need both photo and descrip- 


spread flames widely through the building. 


to Teach Good 


HOUSZKEEPING 
FOR INDUSTRY 








tion to get a true picture of what hap- 
Neither. 
standing alone, tells the whole story. 
The picture is spectacular; but unless 
you know what fed the fire and what 
resulted, the picture has little mean- 
ing. On the other hand, telling people 
about a fire isn’t nearly so impres- 
sive as showing what it did. Edu- 
cators have proved many times that 
most of us learn far more from what 
we see than we learn from what we 
read or hear. 

That’s important to the success of 
your safety and housekeeping pro- 
gram. 


pened to Wisconsin Screw. 


You can use pictures liber- 
ally without getting very much out 
of them, simply because nobody gets 
the point of what you're 
You can issue bulletins and reports 


that do next to nothing for you, be- 


showing. 
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Wide World pheto 


Housekeeping With Pictures 


cause their point is lost in an un- 
illustrated mass of words and figures. 


One of the most effective house- 
keeping department bulletin boards 
we ve seen combined figures, pictures, 
charts, and text in an outdoor display 
that had clustered 
every time a shift changed. 

Up at the top, beneath many-col- 
ored floodlights that were kept or 
during dark days and at night, was 
the usual “—Days Without a Dis- 
abling Injury” line. From that point 
down, the board broke with tradition. 


men around it 


A chart, laid out in white on black, 
showed the safety record of the half 
dozen crews in the department. Names 
of crew members were posted beneath 
the chart. The record covered 12 
months; the chart was changed the 
last Friday of each month to bring 
it up to date. Each crew knew exactly 
how it stood in disabling injuries, 
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in first-aid cases, in lost time, in re- 
lation to every other crew. 

Each week, a new picture went 
up in the lower right-hand corner of 
the board, inside a special glassed 
enclosure. The picture showed either 
an exceptionally good example of 
plant housekeeping, or an exception- 


ally bad one. Text in _bulletin-size 
typewriter type identified where in 
the factory the picture had been 
taken, and named the crew in charge 
of housekeeping there. Crews fought, 
we were told, to see they weren't 
identified with the bad examples. 


Another plant had no special 
housekeeping crews except for wash 
rooms, instead held its production 

When trash cans are used, plant floors are spotless. workers responsible for keeping their 
departments clean. 

“I never go through the factory,” 
the safety director told us, “without 
a camera and a flash gun. I’ve taken 
so many pictures of littered floors 

and oily steps and unused, empty 
refuse cans that some foremen, when 
they see me coming, start picking 
up any loose papers or scrap metal 
themselves.” 

This safety man posted his pictures 
on bulletin boards just inside the 
entrance to the production area, be- 
side the time clocks. Below each 
picture, he put two things: a typed 
notice telling where the picture had 
been taken; a clipping from the com- 
pany rule book listing the house- 
keeping rule that had been violated. 





In a paper mill, we looked over 
the safety director’s annual report to 
the executive committee. The report 
took 50 pages, was loaded with 
figures, reports, recommendations, 
charts, and pasted-in photos. 

One section was given over tu 
housekeeping. Housekeeping wasn’t 
the direct responsibility of the safety 
director; but he was chairman of the 
housekeeping-fire protection inspec- 
tion committee, and he worked closely 
with the sanitation foreman in the 
course of the regular safety program. 

Housekeeping is not easy to glam- 
orize in a report. This man, how- 
ever, did it well. A page of photos 
showed housekeeping crews at work, 
illustrated the kinds of things they 
did. Cutlines with the pictures told 
how these jobs contributed to the 
success of the safety and plant pro- 
tection programs. Text drew on fig- 
ures obtained from the accounting 
department, told how good house- 
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keeping had helped cut operating ex- 
pense and fire insurance premiums, 
what it had done during the last 
three years to reduce the number of 
injuries and first-aid cases due to 
slips, falls, and strike-against ac- 
cidents. 

The combination of pictures, cut- 
lines, and text couldn’t have been 
broken up if the report did what it 
was supposed to do. No one of the 
elements would have been enough to 
give the executive committee either 
an understanding of what sanitation 
crews did or of how they were vital 
to the company’s profits. 


House organs — magazines for 
employees, stockholders, customers 
often talk about plant housekeeping. 


We receive several hundred every 
month, and look at them all. 
Most of them mention housekeep- 


ing only as an obvious means of fill- 
ing space or dropping names. Joe or 
Jane Doe is pictured: a cutline ob- 
serves that here is a worker with 10 
years’ service whos sweeping the 
floor in Department X-5 or running 
a vacuum cleaner attachment over 
venetian blinds in the general office. 
Very few house organ editors—all of 
whom should reflect their manage- 
ments’ interests—speak of housekeep- 
ing as a really important, pay-its-own- 
way job, 

The Mill, edited by Carl Baczenas 
for Granite City Steel Company. 
Granite City, Illinois. is an exception. 
Baczenas and the Granite City Steel 
safety director, L. C. Parker, work 
together frequently to teach sound 
lessons in good housekeeping to The 
Mill’s steelworker readers. 

The six pictures on these two pages 
illustrate the Baczenas-Parker techi- 
nique. Photos at the left were con- : . 
trasted, in a l-page feature. with ae Ts 
photos at the right. Above the 
pictures ran the title, “Our Three Big 
Housekeeping Problems.” The only 
text consisted of cutlines and three 
lines of preliminary explanation: 
“While each department and unit 
presents its own special housekeep- 
ing problems, there are some prob- 
lems that are general—and serious 
all over the plant. Safety director 
L. C. ‘Red’ Parker has chosen the 
three problems illustrated on this 
page as the most serious. Clearing 
them up would go a long way toward 
making GC Steel cleaner-looking— 


and SAFER!” 


contini:cd on page 68 
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$1512CL 
SPRING LEGGING 


Protects lower leg, ankle 
and instep. Flare is 514” 
long. Chrome-tanned 
cowhide uppers riveted 
to spring steel frame. No 
adjustment needed. 
Easily put on and re- 
moved. 


S490i1CL 
LEGGING 


Flare 414” long. Spring 
steel stay for fast re- 
moval — also pull tab, 
4 snap fasteners at top. 
Leather pocket at ankle 
for positioning steel stay. 


; ‘ Fibre shin guards on in- 
S'7X211 spat ; Seam side. Instep adjustable 
Flare is 7 long may be Cm strap. 
Matssterlc Macon itanctest-lilcam tele aun @isteclt (om (ocles(ommeclil.¢(m(oel-aermmualenmmarctiats 
top. Two snap fasteners on elastic with two leather adjust 


ankle straps. Understrap same material as flare and replaceabl 


Molten Splashes are no problem when workers 


WEAR AO “NO CURL” 
Safety Leggings and Spats! t 


American Optical’s ‘‘No Curl” flare stays put — pro- 

tects from splash burns in the vulnerable area where 

the spat (or legging) meets the shoe. Made of a special Always insist on © 
compound, it stays flat with no sign of curling, week Trademarked Safety Products 
after week. What’s more, it will lower foot protection 
costs because leggings and spats with AO “‘No Curl” 
offer longer life — up to 400% longer! This revolution- : diddy 

ary improvement is available in a full line of AO spats werees, Pemevets DIVISION 


American \®) Optical 


and leggings, three of which are shown. Your nearest 


AO Safety Products Representative can supply you. SOUTHBRIDGE, MASSACHUSETTS 
Safety Service Centers in Principal Cities 
Circle No, 30 on reader service card 
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SAFETYMAN’S CALENDAR ARE You 


events to attend 
38th Annual Massachusetts Safety 


Conference & Exhibit. Hotel Statler- BEST 
Hilton, Boston, Mass., March 16-17. In- dit ae) g 
formation: Bruce Campbell, manager, 


Massachusetts Safety Council, 54 Devon- 


shire St, Boston 9, Mass face protection? 


6th Annual Western Safety Congress 
& Exhibits. Ambassador Hotel, Los An- 
geles, Calif. March 23-25. Information: al ” 
Greater Los Angeles Safety Council, 3388 Monarc fe te Model F-300's small- 
C . Model F-506 er window is also 

W. 8th St., Los Angeles 5, Calif. interchangeable with 


a gas welding front! 

Has most of the fea- 
7th Annual Safety Congress, Eastbay tures listed below. 

Chapter, National Safety Council. Ho- 

tel Claremont, Berkeley, Calif., April 7-8. 

Information: Eastbay Chapter, National 

Safety Council, 1322 Webster St., Oakland 

12, Calif. 


Governor’s 8th Industrial Safety 
Conference. Masonic Temple, Portland, 
Ore., April 9-10. Information: Oregon 
State Industrial Accident Commission, 
Public Service Bldg., Salem, Ore. 


29th Annual Safety Convention & 
Exposition. Hotel Statler, New York, 
N. Y., April 13-17. Information: Edward 
A. Fullarton, exhibit chairman, Greater 


New York Safety Council, Inc., 60 E. 42nd f * 
tna. | = you get THE MOST 


29th Annual Michigan Safety Con- : from Monarch’ 
ference. Civic Center, Lansing, Mich., 
April 14-16. Information: J. R. Stone, 
safety director, Oldsmobile Div., General 


Motors Corp., Lansing, Mich. 


WHEN YOU BUY... 
25th Virginia Safety Assoc. Confer- check these features! 


ence, Roanoke Hotel, Roanoke, Va., May 


18-20. Information: W. E. Dansey, Exhib- 1 RUGGED CONSTRUCTION for Full 


its, Dept of Labor & Industry, Box 1814,, Protection 
Richmond, Va. A REAL 2 EXTENDED OVERHEAD PROTEC- 
TION with Full Ventilation 


/ 3 PRE-FORMED WINDOWS 9%” x 19”, 
Central New York Safety Conference MIN VU ° or 24-Mesh Steel Screen 


. = ates eS. a 4 QUICK-LOK Attachment enables use of 

& Exposition. Syrac use, N. Y., April 20- SuperGlas or SuperLite (Aluminum) 

22. Program covers a wide range of in- Safety Cap 

— 5 ‘ x oa a 

dustriai safety problems. Information: These Monarch® Face Shields by “Floating” Headgear with Ratchet Head- 

William G. Smith, chairman of exhibits, Fibre-Metal give wide face area protec- size Adjustment (Patented), NO HAIR 

Central New York Safety Conference & tion and head protection with extreme be nnectrgy G a 

Exposition, The Nestle Co., Inc., Fulton, comfort and convenience. Construction —- OF VGN Lester SWERE 

N. Y. is precise and rugged...to give long life Heat-resist ant, full-gage, formed Vulcan- 

under hard work conditions. Special fea- zed Fibre Deflec ee, _ 

be - arte hey ized Fibre Deflector 

: — . tures and accessories make Monarchs Snap fasteners attach windows at rab- 
1959 Central Indiana Safety Con- the most used and most versatile face beted deflector edge with its dust-light 

ference & Exhibit, Claypool Hotel, In- | shields on the market. Get our Cata- seal 

dianapolis, Ind., April 22-23. Information: log No. 26! Ask your Welding & “Up” or “Down” positions of Base Shield 

W. A. Meade, Chairman—Exhibits Com- Safety Distributor! easily set on adjustable friction joints 

mittee, Indianapolis Safety Council, 320 N. 

Meridian St., Indianapolis 11, Ind. 


TA CE a : 
2nd World Congress on the Preven- me \A CHESTER 
tion of Occupational Accidents, Brus- The Fi BR 3 3 TAL Products Company PENNA 
sels, Belgium, May 19-24. Information: 


Secretary-General, 2 \nsacatemes 
Secretary-General, nd World Congre In CANADA: Fibrest (@anedc) Limited. Toronto 
on the Prevention of Occupational Ac- 

cidents, 29 Avenue Andre Drouart, Au- 
derghem-Bruxelles 16, Belgium. 





See us at the WESTERN SAFETY CONGRESS—Booth 18—Los Angeles 
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Packaging with a purpose! 


NEW BULLARD WEATHER-CONDITIONED UNIT FIRST AID 


Dense morning dews, fog, humidity, and driving rains all find 
ways to seep in and destroy your unit first aid supplies. Now you can 
have positive protection against costly first aid moisture damage. Every 
unit in Weather-conditioned Bullard First Aid Kits is sealed in clear polyethylene. 
‘ Even liquids are packaged in non-breakable polyethylene. 

Under the most extreme conditions, when ordinary first aid 

wrappings would deteriorate, Bullard units are as fresh as the day they were 

packaged. You can’t buy better protected unit first aid... 
Yet, Bullard costs no more. 




















All units, including liquids, sealed in polyethylene wraps. E. D. BULLARD COMPANY = Sausalito, California 


WRITE FOR complete catalog of Bullard Unit Pack First Aid. 








COMPENSATION NEWS 


changes in the law 


Emergency Rate 
Increase in Golden State? 


CauiForniA, by the time this note is printed, may have 
gone through the shortest period in its history between 
workmen’s compensation insurance rate increases. 

New premium rates went into effect October 1, 1958. 
Even so, the California Inspection Rating Bureau called 
for compensation claim experience of all its members, 
because seven insurance companies were showing a loss 
ratio of 102. The move may be setting the stage for an- 
other increase. 

Loss ratio, as used here, is the ratio of direct insur- 
ance losses to the total value of insurance written during 
the period after premium rates increased. 


Hassle Develops 
Over Self-Insurers' Bond 


MicHIcAN legislators have been looking into the worth 
of a rule set by Zolton A. Ferency, director, Workmen’s 
Compensation Commission. The rule requires each self- 
insured firm to post a bond of $25,000 with the state. 

The chairman of a joint legislative committee, after a 
public hearing, commented that the rule “is spreading 
the cost of the high-risk small employer among the larger 
and safer employers.” 

Ferency retorted that “all we want is to make sure in- 
jured employees are not deprived of their claims.” 

A representative of the Albion Malleable Iron Com- 
pany testified at the hearing that most Michigan found- 
ries are self-insured. His own company paid only $16.- 
000 plus losses under self-insurance, and could see no 
reason to post a $25,000 bond. Premiums for necessary 
compensation insurance through a private carrier would 
have run about $90.000. he said. 


Claims Rise While 
Employment Drops 


Nevapa’s Industrial Commission has reported that bene- 
fits paid by the state workmen’s compensation fund dur- 
ing the fiscal year 1957-58 amounted to 86.5 per cent of 
the commission’s expenses. Only 10.5 per cent of costs 
went into administration. 

Premiums in the state’s mining industry fell from 
$823,000 in 1956-57 to $529,700 in 1957-58. Yet claims 
and administration expense for the industry climbed 
from $661.300 to $974,000. 

During the last three business years, the commission 
processed 45,190 claims. Only 15 went to court —a 
phenomenal record in comparison to that of other states. 


“Socially Desirable"— 
But Bill Not Wanted 


“IT MIGHT be properly argued that enactment of this type 


of legislation is socially desirable,” 
Manufacturers Association. 

The association spoke about a proposed bill that would 
pay extra benefits to workers and dependents whose com- 
pensation claims were filed before 1951. Idea behind 


said the New Jersey 
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EXPLOSION PROOF 
, ¢LEANING 


= EQUIPMENT 


MODEL 


0 =» THE ONLY 
COMPLETE LINE 
OF EXPLOSION PROOF 

VACUUM CLEANERS 

FOR SAFETY CLEANING 


Every size from 6 to 55 gallon a 

capacity for all types of . Tv 
wet and dry pickup in hazardous 
areas. Excellent for cleaning 
chemical and petroleum storage 
tanks, grain mills, gunpowder 
plants, etc. Every machine UL 
Listed for Class 1, Group D and 


Class 2, Group G location. MODEL 315 


THE HILD FLOOR MACHINE COMPANY 
ALSO MANUFACTURES A COMPLETE 
LINE OF INDUSTRIAL VACUUM 
CLEANERS AND FLOOR 

MACHINES FOR EVERY 

CLEANING OPERATION. 


MODEL 306 


THE FIRST UL LISTED EXPLOSION PROOF 
FLOOR MACHINE 


Weta tolill-Mmelolitisliile Mme lile ME Taatloleliate 

machine for gas pumping station: 

: ielels Mulehitiiclaitliclemaclilch Me elicliitmelile, 
noone ol isl-tmmmale de laelolt Mmeold-lol Ma @eluleli-t1> 


Unit UL Listed 


HILD FLOOR MACHINE CO., INC. 

1217 W. Washington Blvd., Chicago 7, Ill. 

Gentlemen: 

[] Send more information on explosion proof cleaning equipment. 
[_] Send more information on the complete Hild line. 

Name = 

Firm 

Address 


CU nn ___Zone___State__ 


Om ee SS a ee Gk eae 
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/ SLIPS BY MACHINE 
! —MAN LOSES HAND 


MAKE YOUR FLOORS SAFE—GRIP-TREAD 


MASTIPAVE 


There'll be no slips, skids or falls in your buildings with 
Grip-Tread Mastipave on the floors. Exclusive traction 
surface makes it safest floor for plants, schools, stores, 
public buildings. Takes a brutal beating for years with- 
out showing a sign of wear! Even heals itself if cut! 
Deadens noise, reduces employee fatigue. Stays clean 
with less care. In rolls, low cost Grip-Tread Mastipave 
can be laid anywhere without surface preparation. Get 
all the facts! 





FREE ILLUSTRATED BOOKLET! 


PABCO Floor Covering Division, Fibreboard Paper Products Corporation 
475 Brannan Street, San Francisco, California 


NAME 
FIRM 
ADDRESS 


CITY STATE 


Send today for: ‘‘EVERY BUILDING NEEDS PABCO MASTIPAVE."’ 
Amazing case histories, technical data, specifications. 
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the measure was to bring these 409 claim payments up 
to a maximum of $39 a week each. 

The extra money would come from the state’s second 
injury fund. The New Jersey Manufacturers Association, 
through its workmen’s compensation committee, opposed 
the measure on several grounds, most notable of which 
was that the second injury fund would be required to 
pay out nearly a third of its assets in the first year the plan 
was in effect. 

The bill’s backers argued that cost would drop year by 
year, and that the second injury fund is ample to meet 
the extra expense for a long time. 


All Talk— 
No Real Results 


Tue Texas legislature set up an industrial safety study 
commission, then gave it no money to work. The com- 
mission held no public hearings, spent a big share of 
its working time arguing over whether hearings should 
be held. 

Finally, the group has passed along to the legislature 
the standard statistics it collected on industrial accidents. 
It made no recommendations about safety laws. 

A 60-page brief filed with the commission by a Dallas 
lawyer, Joseph M. Shelton, said that Texas has the highest 
attorney fees in the country for disputed workmen’s com- 
pensation insurance cases. State law permits unlimited 
appeal to courts from state Industrial Accident Board 
decisions. 


Second Injury Fund 

Studied in Virginia 

A 9-MAN committee has been set up by the Virginia 
State Advisory Legislative Council to look into possible 
need for new laws that will provide workmen’s compen- 
sation benefits for workers hurt more than once. 

At present, people injured on the job and partially dis- 
abled are handicapped because employers, faced with 
the chance of high compensation costs, don’t want to use 
them. 

Many states already have second injury funds, from 
which at least part of those claims based on injuries re- 
ceived as a result of earlier injuries is paid. 


Have a Physician Ready 
Just in Case 


IF YOU’RE working with radioactive materials in your 
plant or laboratory, be sure you have a physician avail- 
able who knows how to handle and treat cases of con- 
tamination or exposure. Be sure, too, that your local fire 
and police departments know who the doctor is. 

Atomic Energy Commission regulations require that 
you “remove injured from area of accident with as little 
contact as possible and hold [him] at a transfer point. 
Take any measures necessary to save life, but carry out 
as minimal first aid and surgical procedure as possible 
until help is obtained from radiological team physicians 
or other physicians familiar with radiation medicine. Do 
not take injured to local hospital or doctor’s office unless 
certain that he is not contaminated with radioactive ma- 
terial.” 

Your state health department or civil defense organi- 
zation probably can supply you with a list of physicians 
in your area who have studied radiation medicine. © ® 
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INFORMATION FOR 


V IR 


Baas 
4 


ECTORS 


about improved products and new services 


made possible by 


equipment cleaning... 


ee 
acid 
+ cleaners 


in dry easy-to-handle form 


Cleaners based on Du Pont Sulfamic Acid are safer, more convenient, 
non-fuming... dissolve in water to form effective, low-corrosive solutions 


Now .. . acid cleaners you handle 
dry! No fumes or hazardous liquid 
spillage to worry about. When mixed 
with water, these cleaners have all 
the penetrating power of hydrochlo- 
ric acid with far less corrosive effect. 
The key to these unusual properties 
is aremarkable ingredient — Du Pont 
Sulfamic Acid. 


Sulfamic acid-based cleaners re- 
move hard-water scale and other 
mineral deposits from air-condition- 
ing and ice-making equipment, food- 
processing vessels, steam boilers, 
milk evaporators and pasteurizers, 
marine evaporators and heat ex- 
changers. Cleaning action is fast, 
thorough. Downtime is eliminated 


E. 1. du Pont de Nemours & Co 
Grasselli Chemicals Dept., 

Please send more information about Du Pont Sulfamic Acid and names 
of formulators offering cleaners based on this product 


REGU. s. pat OFF Name 




















Steam Boilers, Condensers 
Heat Exchangers, Piping 


Air Conditioning Cooling Towers 
Ice-Making Machines, Evaporating Condensers 


Food-Processing Vessels, 
Pipelines, Gelatin Evaporators 


Marine Salt-Water Evaporators 
and Heat Exchangers 











in many cases because cleaners are 
added while equipment is in opera- 
tion. 

We'll gladly send you additional 
information on sulfamic acid-based 
cleaners and the names of formula- 
tors who offer these new compounds. 
Just mail the coupon below. E. I. 
du Pont de Nemours & Co. (Inc.), 
Grasselli Chemicals Department, 
Room N-2543, Wilmington 98, Del. 


Inc.) 


Room N-2543, Wilmington 98, Delaware 


Title 








BETTER THINGS FOR BETTER LIVING THROUGH CHEMISTRY Firm_—_ 





Address 








GRASSELL!I CHEMICALS DEPARTMENT 
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Edmont 30% thicker red Neox (reinforced neoprene) coated Redmont gloves pro- 





tect operator's hands on high pressure shot blasting jobs. 


How Edmont job-fitted gloves 
solve hand protection problems 





Redmont No. 934—4 styles 





Neox No. 922—8 styles 





Monkey-Grip No. 312—13 styles 


FREE TEST OFFER TO L 


Finds savings in safety 
EDMONT CASE NO. 585: For handling accumu- 
lated mercury, mercury products and tramp iron 
particles in the amalgamation boxes of mill grind- 
ing circuit, Edmont recommended this extra 
heavy duty reinforced neoprene coated glove 
(Redmont No. 934). It wore 3 times longer than 
previous gloves because it resisted cutting, punc- 
turing and snagging as well as abrasion. 


Glove costs cut 85% 
EDMONT CASE NO. 604: For a cadmium plat- 
ing operation, Edmont recommended this Neox 
coated glove (No. 922) which has the toughness 
of neoprene but is as flexible as plastic. Adoption 
of the job-fitted glove reduced hand protection 
costs from 9.7 cents to 1.3 cents per man-hour. 


Protects from strong solutions 
EDMONT CASE NO. 611: For job of cleaning 
small forged parts Edmont recommended this 
plastic coated gauntlet (No. 312 Monkey-Grip). 
It protected hands from oil, strong alkaline and 
cyanide solutions; wore 6 shifts longer than 
gloves previously used. Monkey-Grips are also 
available with triple-thick palm coating for ex- 
treme abrasive conditions. 


ISTED FIRMS: Tell us your operation, 


materials handled, temperature condition. From our more than 50 
different types of work gloves we will recommend the glove and coating 
that best fit your job and send you samples for on-the-job testing. 


EDMONT MANUFACTURING COMPANY 
1244 Walnut Street, Coshocton, Ohio 
In Canada write MSA, Toronio 


Edmont 


AN 


Edmont 


JOB-FITTED GLOVES 
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PLATING ROOM HAZARDS 


continued from page 30 





the tables of maximum allowable 
concentrations, you can determine the 
hazard rating for any operation. This 
hazard rating is stated by letter: A, 
B, C. Figure 1 illustrates how the 
rating is done. 

Numbers—1l, 2, 3, 4—show the 
speed with which gases, vapors, or 
mists build up during plating room 
operations: 

1 = a high-gassing operation; it 
includes bright dipping with nitric 
acid, chromium plating, anodizing, 
stripping, galvanizing in acid baths, 
satin finishing of aluminum. 

2 medium-gassing operations; 
it includes pickling of steel, cold al- 
kaline cleaning of aluminum, electro- 
lytic strike. 

3 = low-gassing operation; it in- 
cludes alkaline cyanide plating, tin 
plating from stannate solution, phos- 
phating. 

4 = non-hazardous operation which 
develops steam or water vapor, or 
which involves such equipment as 
vapor degreasers with internal con- 
densers or vapor-level thermostats in 
good working condition. 

Figure 2 shows how air speeds 
should vary in exhaust systems in 
accordance with the classification of 
specific kinds of plating room haz- 
ards. 

Western Electric uses the New Jer- 
sey rules simply as a guide. Usually, 
exhaust systems and other health and 
safety equipment installed at the 
Kearny Works exceed the minimum 
requirements the rules lay down. 

Besides a regular safety depart- 
ment, the company maintains an en- 
gineering group that furnishes techni- 
cal help on safety problems, approves 
the design of new manufacturing fa- 
cilities, controls use of dangerous 
materials, and prescribes the protec- 
tive equipment to be used in dan- 
gerous operations. The safety depart- 
ment teaches safety methods, inspects 
and approves plant machinery and 
equipment, and collects and interprets 
safety statistics. @ © 





Record-keeping .. . 
Dr. N. Gillmor Long, medical 


director of the Kemper Insurance 
Companies, advises industry to 
provide employees with a per- 
sonal record of date and type of 
immunizations following injuries. 
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A THOUSAND AND ONE 


Complete Units and Combinations 


That’s what is available to you from Jackson Products’ well 
integrated line of safety products, including head, face, and 
eye protection for welding and allied industries. 





rc 


Life Guard hat SH-3, the all-purpose 
hat for construction and electrical uses. ’ sa 


hield F-1, firmly h ; : ; - 
Fiber Glass hat SH-1, meets the tests Sorety Hat SHI by elastic —s Visors 15% by 9” deep in Visor with welding lens _—- Visor 15% by 9” deep of 
for construction workers’ safety hats. : clear plastic, tints of green. (shown on Musketeer) 24-mesh wire screen. 











ALL JACKSON Sornhine _ FACE SHIELD ALL JACKSON FACE SHIELD VISORS FIT 
a 4 ae to FACE SHIELD ‘F-1’ (left) and ‘MUSKETEER’ (below) 


SAFETY HATS 
& l] @ Face shield J-1 shows 6” clear visor 


Alumihat SH-5 gives excellent Two pivoted aluminum frame Metal-bound visors type J-1, 114%” wide, 8”, 6” and 4” deep; 
protection, is light in weight. members permit raising visor. in clear plastic, 020’, .030” and 040" thick, and in tints of green, .020” only 
A 


G o 


Life Guard Cap SC-3, like the SH-3 hat, Cap-and-helmet SCH-1P shows curved Cap-and-Goggle shows goggle unit Musketeer Assembly No. 82 on Life Guard 
is made in white, yellow and grey shell helmet on SC-2 safety cap. CW-70 pivoted on SC-2 safety cap. Cap SC-4 shows 34-2 visor, medium green. 























ALL JACKSON ; 4 WELDING HELMETS ith GOGGLES IN ith ‘MUSKETEER’ 
with FACE SHIELD 


SAFETY CAPS Combine with “IN NINE TYPES FIVE TYPES 


a All three styles shown offer i 
choice of three lens holders. | ow 
Fib ; . 
iber Glass Cap SC-1, like the SH-1 hat, G Supergoggles WR-70 for welding and 





is made in grey and seven other colors. 
erey GR-70 for grinding; elastic headbands 


Curved shell helmet H1-AP Musketeer Headgear Assembly 70-S 
shows plestie tone belder shows Adjust-0-Lok, spark deflector 
; * and clear visor No. 34-4, .040” thick 
Alumicap SC-5, like the SH-5 hat, 
is made in satin-finished aluminum. ) 
. Unigoggle W-60 for welding shows 
plastic headrest. WR-60 has elastic 




















Narrow shell helmet H3-A 
shows metal lens holder. 


‘Winterizers’ (left) may be used with all 
Jackson products shown here. Arc welding . oi _— 
handshields (right) are available in all Goggles 50 for welding and G Welding 20 
my a eage fanaa ggle type BX has plastic 
helmet shell styles, plastic lens holders. q for grinding. Als eadrest types Seodenel ann 2 by &l4" filter lens. 
Chin Strap for Jackson safety hats and caps. Sold by Better Welding Supply and Safety Products Dealers 


April is National Welded Products me | “ 
i icago, April 7- Straight shell helmet H 
See pet pe phar tong hy home blastic lift front. AIR REDUCTION SALES COMPANY, A DIVISION OF AIR REDUCTION CO., INC. 
31739 Mound Road, Warren, Michigan 
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OXEQUIP 


offers a complete line of emergency oxygen 
equipment and air-ways for mouth-to-mouth 
technique. 


Mouth-To-Mouth Resuscitator Tubes for 
adult and child. Long preferred by medical 
profession, Guedel rubber airways are as- 
sembled in pairs, Flexible—Non Traumatic 
—Easy to sterilize, Durable. 





Reviv-A-Life Resuscitator, Inhalator, Aspira- 
tor. Light, Simple, Easy to operate. Several 
exclusive features including automatic 
change-over from resuscitation to inhalation 
and vice versa. A model for every require- 
ment. 





Ambulance and Emergency Inhalator com- 
plete with two “D" (95 gal.) tanks in neat 
case. Includes yoke to commercial tank 
adapter. Reasonably Priced. 





OXY-QUIK an_ ideal 
emergency inhalator. Quick, Safe, 
Easy to use. Regulator stabilizes 


portable 


emission. Tanks quickly change 
without wrench. Adaptors provide 
for connection to either medical 
or commercial tanks. 


er 





Unconditionally guaranteed by Pioneers and 
exclusive manufacturers of inhalation therapy 
equipment. 


World wide service. Dis- 
tributed through quali- 
fied dealers. 


OXYGEN EQUIPMENT 
& SERVICE CO. 


8335 South Halsted St., Chicago 20, U.S.A. 
Circle No, 39 on reader service card 
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USEFUL LITERATURE 
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closing cross handle stop with volume 
regulator and two 40-stream projectors that 
provide soft eye wash streams. All ex- 
posed fittings are chromium-plated. 


154 A new sound level meter is cov- 

ered in a General Radio Co. bulletin. 
The bulletin reports meter frequency re- 
sponse has improved because of: smoother 
microphone characteristics; new attenu- 
ator; new amplified with greater band 
width; weighing networks that fit ASA 
design requirements more closely; new in- 
dicator with no frequency error. 


155 Absenteeism resulting from colds 

and viruses has been known to drop 
with the installation of electric radiant 
comfort heaters, according to literature 
from the manufacturer, Edwin L. Weigand 
Co. The heaters can be used effectively 
for spot heating and for large areas. There 
is a ceiling-type model for areas where 
a decorative installation is desirable, and 
an angular-mounted model for mounting 
horizontally, vertically, or at any angle on 
your supporting framework. 


1 You can cut your accident rate and 

speed production through use of 
Guardtex self-adhering safety tape, ac- 
cording to the manufacturer, General 








WORK RUBBERS 


Featherlight and tough 

Specified for Government Atomic 

Plants 

Stand up under constant decontam- 

ination laundering 

Live rubber or acid—oil—chemical- 

proof Neoprene 

4 sizes fit 18 work-shoe sizes 

In black, safety yellow or black with 

yellow toe strip 

Sold through Safety and Industrial 
Equipment Distributors 


TINGLEY 


RUBBER CORPORATION 
Se a a a 


. 


7 








RAHWAY 20, NEW JERSEY « Established 1896 
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YOUR BEST MOVE... MOVE 


with MERRILL 


MATERIAL 
HANDLING 
Boe SS 

















DRUM TILTER 


~~, ‘ 








For Interesting Information write 


MERRILL BROTHERS 


56-45 Arnold Ave., Maspeth, N. Y. 
SS AA i 
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Bandages, Inc. Guardtex protects fingers, 
hands, and forearms against cuts, burns, 
and abrasions. It leaves no sticky residue 
or color stain. Complete details are con- 
tained in a company pamphlet; get them 
free by circling the number on the reader 
service card. 





157 National Trophy Sales, Inc., shows 

off its 1959 styles of trophies, 
medals, and plaques in catalog No. 759. 
Price lists are included. 


158 Acid- and caustic-resistant work 

clothing in the latest miracle 
fabrics, including Dacron, Orlon, and 
Dynel, are reviewed and illustrated in the 
new Worklon, Inc., brochure. The line in- 
cludes uniforms, coveralls, and shop coats. 
Sturdy wearing qualities, attractiveness, 
and comfort are among the advantages of 
the clothing, the catalog tells us. 


1 A waterless skin cleaner that re- 

moves even the most stubborn soil 
without harming hands is safe, economical, 
and usable right on the job site, thereby 


saving time-consuming trips to the wash- su RVE Y 


room. It has a pleasant, clean odor. Com- 


plete details about it are contained in REVEALS 
Sugar Beet Products Co. literature. 

INDUSTRY’S 
160 A sign cabinet consisting of cut- NO. 2 SKIN 


out card-stock letters and numerals 
in various sizes helps you get your message 
across easily and quickly. Letters and HYGIENE PROBLEM: 
numerals have a colorful, shiny surface 
with a gummed back. Apply them like TOUGH SOIL REMOVAL 
postage stamps. Literature from Holes 
Webway Co. tells of a monthly free trial 
offer. Just circle the number on the reader Here’s help on the problem from SBS 
service card to get further information. 






A recent survey of 2,177 major plants pinpoints industry’s most 


; ae serious skin hygiene problems. 
161 A primer on grinding wheel safety 


provides the operator with funda- 1. SKIN DISEASE and 


mentals needed to do a safe, efficient job. 


Fourteen rules to be kept in mind when 2. REMOVAL OF TOUGH SOILS 


mounting or using grinding wheels are 


spelled out, and some oft-asked questions Naturally, the second contributes to the first. Because tough soils 
are answered simply, clearly, and directly. invariably lead to the use of harsh cleaners and solvents when 
The booklet was prepared by Norten Co. . : oat 
Get it free by circling the right number on proper cleaners aren’t handy. Heavy greases, resins, tars, and simi- 
the reader service card, lar soils resist ordinary skin cleaners, and when the worker finds 


he can’t remove them, he resorts to solvents or other materials that 
injure his skin. Result: skin disease, poor employee relations, 


162 Radiation signs which conform in cost and waste. 


color to standards specified by the 
Atomic oO! Commission are reviewed What can you do? Ask an SBS representative to show you 
in a new bulletin issued by Ready Made “Operation Pinpoint”, 10 minute sound slide digest of the national 
Sign Co. A price chart covering the vari- i ‘I } | ] ; | 

‘ ae : , og 2. 2, . > ) x . “ , 
ous sizes and styles is included. survey, and you'll see how a planned corrective program can solve 
these skin hygiene problems. Because SBS produces a complete 
range of cleansers, he can suggest the right cleanser for each job. 
163 Bulletin 158-G tells all about the For the safest answer to tough soils, write today . . . Dept. 4-C. 

CM Lodestar line of electric hoists, 
which range in capacity from % ton to 2 
tons and have a wide range i: lifting 
speeds. Data were compiled by the manu- 
facturer, Chisholm-Moore Hoist Div. 





Readers’ service card 


is between pages 
\ . s Anaeles if, @ q 
16 & 17, and 64 & 65 SAGINAW, MICH Los Angeles, Cal Nework, N. J 


CANADA: Chemical By-Products, Ltd., Toronto, Ontario 
Circle No, 41 on reader service card 
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‘||| RIGHT OFF THE DOCKET 


Reports of recent court decisions in workmen's compensation insurance cases 


The Case of the 
Inebriated Poultry Plucker 


The Supreme Court of Mississippi recently heard what 
might be called “The Case of the Inebriated Poultry 
Plucker.” 

Charles V. Sullivan worked for the C & S Poultry 
Company. He removed feathers from chickens. Sulli- 
van claimed that a chemical solution irritated his hands, 
legs, face, and eyes, producing contact dermatitis. That 
in turn, Sullivan said, formed cataracts on both his eyes. 
He sought compensation for the cataracts. 

An analysis of the chemical found it contained 8.4 
per cent sodium hypochlorite and 91.6 per cent inert in- 
gredients. The chemical was mixed with water by a ma- 
chine which diluted it to 1 part sodium hypochlorite to 
12-million parts of water. A number of witnesses testi- 
fied that they had drunk this solution with no ill effects. 
Sullivan was the only person who developed a rash from 
contact with the solution. 

Sullivan had poor eyesight before he went to work for 
the poultry company. He was an excessive and habitual 
user of alcohol, and medical testimony showed that 
excessive use of alcohol tends to produce cataracts. 

From the evidence, the Mississippi court found that 
Sullivan had not sustained his burden of proof that the 
cataracts came about as the result of his employment. 

Claim denied. 

Sullivan v. C & S Poultry Company: Supreme Court of 
Mississippi, October 13, 1958. (105 So.2d 558) 


This Lunch-Hour 

Injury Was Compensable 

A LUNCH-HOUR injury caused Norman Vann Roy’s claim 
for compensation. 

Vann Roy worked for the Brown County, Wisconsin, 
Highway Department. It was his job to keep machinery 
greased, run errands, and help other members of the crew. 
In running errands, he used either a county pick-up truck 
or his own automobile. To compensate him for use of 
his own car, the county allowed him 10 gallons of gaso- 
line per week. Most of such errands consisted of get- 
ting supplies used on the job, but occasionally he got 
lunches for other employees. He was the only one per- 
mitted to leave the job to run errands. 

One day Vann Roy arose extra early in order to get 
to the job to clean out an accumulation of grease and 
gravel lodged in the mixing machine and to get the ma- 
chinery greased before it was time for the rest of the 
crew to start work. Because he left home so early, he 
did not have his usual breakfast, but merely a cup of 
coffee. He took his lunch with him, ate part of it at 
8:30 in the morning and the rest at 11:30. 
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About 2:00 p.m. Vann Roy complained to his fore- 
man about being very hungry. He was given permis- 
sion to take his own car to get some lunch. The fore- 
man asked him to bring back some cigarettes for the 
foreman’s use. On the way, Vann Roy was injured in an 
automobile accident. He claimed compensation benefits. 

His employer and the insurance carrier contended Vann 
Roy’s injury was not compensable since he was not in the 
course of his employment during his lunch hour. The 
Wisconsin court replied that he was paid during the time 
he went for lunch and that an employee who ministers to 
his personal comfort during the hours of employment is 
performing services incidental to and arising out of his 
employment. The employee need not actually be work- 
ing at the time of an accident in order to recover work- 
men’s compensation. 

Claim allowed. 

Vann Roy v. Industrial Commission of Wisconsin: Wis- 


consin Supreme Court, November 5, 1958. (92 N.W.2d 
818) 


Heart Failure 
Caused by Driving? 


Mary McDANIEL, widow of Frank G. McDaniel, said her 
husband’s death was caused by a coronary thrombosis 
resulting from an on-the-job injury. 

McDaniel was a bus driver. The bus he was driving 
broke down. The driver stopped and issued transfers 
to his passengers. The bus behind took on 25 to 30 pas- 
sengers from the disabled vehicle. McDaniel collapsed 
on a nearby gas station lot while he apparently was try- 
ing to find a telephone to call a repair man. 

The widow contended the death was accidental because 
McDaniel’s passengers were “mostly school children who 
were usually a little hard to handle” and that the weather 
and condition of the street caused an unusual amount of 
emotional and physical strain in operating the bus. The 
New York court said there was no substantial evidence 
that either contention was true, and held that McDaniel 
died of natural causes. 


Claim denied. 


McDaniel v. Niagara Frontier Transit Company: New 
York Supreme Court, Appellate Division, November 10, 
1958. (179 N.Y.S.2d 254) 


Special Zone of Hazard 
Created by Stairs 


A Wisconsin court had to decide whether an injury 
was accidental and arose out of employment or was due 
solely to a pre-existing condition. 

Louis Smedegard, 64, was on his way to punch a time 
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SCHRADER SQUARE-END CYLINDERS 


meet and exceed JIC specs . . . 250 psi air... 750 psi hydraulic! 


Here’s compact, versatile straight-line power. Just look 
at the features! 

Use Schrader’s new square-end double-acting cylin- 
ders for holding, positioning, moving work—for push, 
pull or lifting—for automating manual operations. In 
five sizes up to 4-inch bore, and with five interchange- 
able mountings, these “square-ends” are economical 
and versatile. Bolt, leg, flush, side flush or base .. . each 
JIC Cylinder will mount all five ways. Suitable for air 


Bolt Mounting Leg Mounting 











Flush Mounting 


chy iene fa 


pressures to 250 psi, or hydraulically to 750 psi—avail- 
able cushioned or non-cushioned. 

You get safe, controlled, low-cost power with 
Schrader “square-ends”—another addition to the line of 
famous Schrader quality Air Control Products. 

Complete stocks available locally—expert help to 
improve your air control hookups. Write for your com- 
plete specifications and data on these new “square- 
ends.” 


Side-Flush Mounting Base Mounting 


a 


, ee * 


4 
Sia 





A. SCHRADER’S SON 
Division of Scovill Manufacturing Co. 
470 Vanderbilt Avenue, Brooklyn 38, N. Y. 








e divisionof SCOVILL 











QUALITY AIR CONTROL PRODUCTS 
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GRO-CORD 


ST with Neoprene... 
now 


with 


PARA-VINL? 





PARA-VINL .. . the ex- 

clusive new soling material 

by GRO-CORD Rubber Co., lead- 

ing producer of industrial safety shoe 
soling material. 


PARA-VINL offers a proved SLIP RESISTANT 
DESIGN in a DENSE, PUNCTURE-RESISTANT 
material — with these “‘plus’’ features for the 
perfect safety / work shoe sole: 


@ highest abrasion (wear) factor on the 
market 

@ super oil resistance 

© excellent low temperature flex 


® positive resistance to heat, 
acids and caustics 


Molded Design Sole 
available in Black & 
Brown, 14 iron flat. 


. 
Plain Molded Sole 
for dress-type safety 


GRO-CORD RUBBER CO. 
LIMA; OHIO 


shoes available in 
Black, Brown & Oak, eee aes 
102 iron flat GRO-CORD RUBBER CO. of CANADA LTD, 
e Tillsonburg, Ontario 
Both. Types 
of soles are available 


with matching heels. cci2 
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clock at the end of his work day. He descended a con- 
crete stairway of only three steps, fell about 20 inches, 
striking his right shoulder. 

Without notifying his employer, Smedegard gained ad- 
mission to a Veteran’s Administration Hospital where he 
had been previously treated for trouble with his right 
knee. He told the admitting doctor of striking his 
shoulder, but said he had gone back to the hospital be- 
cause of continued pain in the knee, which gave out on 
him from time to time. 

Smedegard testified at a later hearing on his compen- 
sation claim that the knee did not cave in at the time he 
slipped and fell down the stairway. 
saw the accident confirmed this. 

The Wisconsin court ruled that the stairway which 
Smedegard was required to use at the end of his work 
day created a special zone of hazard, and that his fall 
was an accident which arose out of his employment. 

Claim allowed. 


A co-worker who 


Cutler-Hammer, Inc., v. Industrial Commission: Supreme 


Court of Wisconsin, November 5, 1958. (92 N.W.2d 824) 


Why the Return 
To the Shack? 


Ben Wynia worked for a firm doing construction work 
on a school building in Parker, S. D. To accommodate 
his men, most of whom lived in Nebraska, the employer 
rented a building near the job site that had formerly 
housed a gas station. He furnished it with cots, bedding, 
and bottled gas, the latter providing hot water for em- 
ployees’ showers. It was up to the worker whether he chose 
to live there or elsewhere. Wynia was one of those who 
moved into the building. 

One afternoon about 4 o’clock, Wynia left his job to 
return to his temporary living quarters. Shortly after his 
arrival, an explosion shook the building, and Wynia 
suffered fatal burns. 

His widow, Cleo Wynia, filed for death benefits. Under 
the law, in order for her claim to be allowed, she had 
to show why her husband had gone to his quarters when 
he did. A fellow employee of Wynia’s testified that Wynia 
had probably returned to the building to get a transit, 
although Wynia hadn’t said definitely why he was going 
there. Thus, the testimony was mere conjecture. 

In its decision, the court pointed out that evidence 
established that Wynia had returned to the building 
during working hours, but it had not been definitely 
shown why he went there or where he was in the build- 
ing when the explosion occurred. The court maintained 
that while it was true that Wynia would have been within 
the scope of his employment if he had returned to the 
shack for tools, or to look over specifications and work 
sheets, there was no evidence that either activity had 
motivated his return. 

Wynia’s employer had advanced the theory that Wynia 
had returned to the shack to light the heater so that he 
could take a shower after finishing his day’s work. The 
court held that both theories were logical, but neither 
ever got beyond theory. A preponderance of evidence. the 
court maintained, is necessary to prove that an employee 
is in the course of his employment at the time of the 
injury. The widow, the court ruled, failed to provide it. 

Claim disallowed. 


Wynia v. Hoesing: Supreme Court of Nebraska, July 
18, 1958. (91 N.W. 2d 404) 
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OPERATION 58 


continued from page 38 





six carried full-fledged feature stories 
on one or another facet of the safety 
program. Campbell worked closely 
with Pak-O-News editor, Miss Ann 
Demetreou, in developing these fea- 
tures. 

In January, the story on Opera- 
tion 58 appeared. The next issue 
carried a complete rundown on the 
rules for tagging inoperative ma- 
chines. Material handling safety was 
explored by an inquiring reporter 
who cornered five employees and 
asked, “What hazards do you find in 
your material handling job and 
what precautions do you take to avoid 
them?” Other subjects covered 
proper lifting procedures, first aid, 
vacation safety. 

Perhaps the magazine’s most im- 
portant safety function was to em- 
phasize to all employees top manage- 
ment’s vital concern with accident 
prevention. In addition to the Janu- 
ary statement by Marion in conjunc- 
tion with the unveiling of Operation 
58, Pak-O-News (August) carried a 
safety message from his successor, 
president Jim Brennan, congratulat- 
ing employees on their safety per- 
formance for the first half of °58. 
Total accidents had been reduced a 
whopping 55 per cent: though the 
record fell short of the Operation 
goal, it was still tremendous. 


Campbell also makes liberal use 
of the promotional material, educa- 
tional literature, and slogan of the 
month provided by Pattern for Prog- 
ress, the Ohio Industrial Commis- 
sion’s safety program for industry. 
(See OccuPATIONAL Hazarps, Febru- 
ary 1957). 

His promotional skill helped him 
prepare a material handling safety 
course for four company plants where 
about 10 per cent of the workers used 
industrial trucks at one time or an- 
other. Campbell cited accidents that 
had occurred in the past and com- 
puted their costs for repair of equip- 
ment and property damage in terms 
of profits earned per carton. He 
pointed out that a concrete block wall 
cave-in caused by a careless fork 
truck driver would require the profit 
on 206,000 cartons to cover the re- 
pair cost! 

He also pointed out that a fork 


truck costs about as much as a fully- 
equipped Cadillac a clamp truck’s 
price equals a fully-equipped Cadillac 
plus a foreign sports car. 


In early 1958, Campbell’s duties 
as safety coordinator multiplied. To- 
ledo, Ohio, and Ottumwa, Iowa, 
plants that prevously had been op- 


erated as subsidiaries were merged 


into the parent corporation. A little 
later the firm opened a new plant in 
Morristown, New Jersey. 

The 4-plant safety program was 
extended to cover the three new ad- 


ditions, with adaptations tailored to 
their individual needs. In Ottumwa, 
an intensive machinery guarding 
program is under way to protect 
those who use a new lithographic 
printing process in manufacturing. 
At Morristown, because of the num- 
ber of new men on the job, the em- 
phasis is on safety training. 
Basically, the tenets of Operation 
58—top management’s endorsement, 
adroit promotion, and weekly safety 
inspections by committees—continue 
this year to anchor the safety pro- 
grams in all Dairypak plants. ¢¢ 








Beer and a Sandwich — $486,000 


This is documented fact. An Ohio chemical plant 
guard had a picnic: he was unsupervised by a 
watchclock. One night he went to a nearby restau- 
rant for a sandwich and a glass of beer. When he 
returned he found the building in flames... 


Total loss — $486,000. 


For dependable plant protection, it is essential 
that your watchman is supervised by a DETEX 


WATCH( 
CORPORAT 


Dept. O-3, 76 Varick Street, 
New York 13, New York 


aw dial-type clocks—are approved by 


GUARDSMAN Watchclock. Through lonely nights, 
long weekends and holidays, the tape recording 
GUARDSMAN will keep him on his toes. Its tamper- 
proof, embossed record quickly exposes shirkers. 

The GUARDSMAN’S extra-capacity tape saves 
you overtime—makes it unnecessary for a super- 
visor to return on Saturday and Sunday just to 
change a 24-hour dial. Write today for complete 
information, no obligation. 


The Guardsman_and all DETEX 


Factory Mutual and Underwriters 
Laboratories. Their use often reduces 
insurance premiums. 


Circle No. 44 on reader service card 
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ODUCTS 





v 
Pictures and information here come from manufacturers, f 
and represent their own assessment of their products and i 
services. To obtain more details about any item, circle the 
correct number on the Readers’ Service Card and mail the 
card to us. No postage is needed. 
The new C200 series respirator has a Foam rubber nose pads aid in fitting A paper tape air sampler collects samples 
single filter retaining cup and interchange- safety glasses quickly and comfortably. of dust by drawing air through a moving 
able filters which meet every respiratory They may also be used te relieve pressure paper tape. It can also be used to record 


need, according to the manufacturer. The spots, skin injuries, and sensitive noses. gas concentration by using special sensi- 





tized papers. A dial-operated timing de- 
vice enables the user to vary the sampling 
time on each spot from 5 minutes to 4 


filters protect against rusts, fumes, mists, 
insecticides, gases, and vapors. Product of 





: . ° ? “te ; om . 
Puimosan Safety Equipment Corp. hours. Products of Gelman Instrument 
Free samples are available. Get yours by Co. 
Circle No. 100 on reader service card ae : wae 
circling the number on the reader service Circle No. 104 on reader service card 
card. Product of J. I. Morris Co. 
! inized, flame-pr 2 ‘ tec- . . 
ne a ai a 5 ya <a Circle No. 102 on reader service card An aluminum hoe described as strong, 
OS CUBEENE B80 Deen Coveloped te pre- non-corrosive, non-splintering, and non- 
vide strength, high resistance to radiant sparking can be used both as a hoe and a 
heat, and stability under flexing. It is said ‘d ; 


Latex and neoprene soft-lined industrial 
gloves give the wearer greater grip and 
comfort, the manufacturer says. They have 
a soft cotton fibre inner lining that absorbs 


nie scraper. You can use it to remove dry 
to be six times as strong as aluminized 


duck. Garments included in this line are: 





chemicals, food stuffs, and other materials 
from vats, tanks, barges, storage bins, and 
containers. Product of Aluminum Ladder 





coats, aprons and sleeves, pants, leggings, Co. No. 105 d i d 
hats, hoods, bibs, spats, shoe covers, over- hand perspiration and a diamond-shaped Circle No. ae 
shoes, blankets, cuffs, gloves, caps, and grip pattern. Wearer retains good finger 

helmets. Product of Wheeler Protective movement and dexterity while working. An industrial fire hose so rugged it can 
Apparel, Inc. Product of Wilson Rubber Co. be soaked continuously in mud holes or 
Circle No. 101 on reader service card Circle No, 103 on reader service card hung in an atmosphere heavy with acid 
60 


MARCH 1959 @ OCCUPATIONAL HAZARDS 





Circle No. 45 on reader service card 


In roaring steel mills . . . in vital oil fields throughout the world . . . at throbbing power 
re)F-ta)ear- ge [-m- Lalo M-TiAr- 1] MM OL-1aL (ale Medal -Meler-lgel-reMer-1¢-t-Me) Malle lal \ves-1-ce1e-) @-1 Colin) omlar-ie-lit-ldlelar-w-lale Maal is-til- 
centers—wherever complete fire protection is important, you'll find Ansul. * Industry 
knows that only Ansul digs deep into basic fire research, that Ansul can be depended 
on for the best answers to fire protection problems. * More than 20 years ago Ansul 
began this search for new and better ways to prevent fire loss. Ansul pioneering 
orel al CLaler-s-m color UULUAM UAL Minl ecole le lendlelame) M@al-\u mms else) 7-10 Mile-Milelaleiarem-lelel| ola-lala@r-lalem-(eh-lale-le) 
ee-lialiare mm c-Lenatal(ele|-s-#atmm od he Col l-M dale) ai-lelel-M-lalem-leliiia mm com (els me coMal-)] eM ZelOMmellll lem aal- 
complete fire protection program that could someday save your plant from destruction. 
* Start with Ansul people. Draw on their technical skills, their practical experience to solve 


the fire protection problems you have. ANSUL CHEMICAL COMPANY, MARINETTE, WISCONSIN. 





new products, new ideas for better fire protection 











GOOD 
HOUSEKEEPING 








NOTICE 


DUMP NO 


RUBBISH 
-HERE - 











PLEASE 
HELP 
KEEP THIS 
PLACE 


CLEAN 


‘Signs since 
1863” 


...and 
good housekeeping 
begins with 
Stonehouse Signs! 


Nothing fosters accidents, and 
inefficiency, like dirt and disorder. 
Inevitably, production losses, mistakes, 
accidents occur where industrial 
housekeeping is poor. 

Plants throughout the country enlist 
employee aid in this important 
undertaking by the use of INDUSTRIAL 
GOOD HOUSEKEEPING SIGNS 
from STONEHOUSE. Constantly 
reminding, these signs work efficiently, 
endlessly, at lowest possible cost. Each sign 
is made of enduring, tested materials, 
and manufactured in accordance 
with American Standard specifications. 


x Write today for our free, full-color, 

64 page catalog of thousands of ready-to-ship 
safety signs, plus information about 
custom-printed signs to meet your special needs, 


SIGNS 


STONEHOUSE SIGNS, INC., Stonehouse Building, 9th and Larimer, Denver 4, Colorado 
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fumes without being damaged is now be- 
ing marketed. Another of its feats: you 
can run over it with a truck without burst- 
ing it. It is especially suited for heavy- 
duty service in refineries and chemical 
plants. Product of B. F. Goodrich Co. 

Circle No. 106 on reader service card 


Telfa Pad is a nonadherent dressing made 
of a non-wettable perforated plastic film 
firmly bonded to a highly absorbent mate- 
rial, Wound drainage is absorbed through 
perforations in the plastic film by the 
pumping action of the backing. In this 


Pechoged by 
MEDICAL SUPPLY COMPANY, Rackterd, 
ones U5 PAT OFF. OY Tek REBALA CO 


way, the manufacturer states, Telfa Pad 
prevents damage to and scarring of the 
healing skin tissue and speeds wound re- 
covery. Product of Medical Supply Co. 

Circle No. 107 on reader service card 


A heavy-duty rubber mat that protects 
the feet from dampness, cold, and elec- 
trical shock measures 32” x 32” and can 
be divided, if desired, into 8-inch squares 


for coverage of small areas. Its built-in 
shock absorbers eliminate foot fatigue, the 
manufacturer reports. Product of Byron 
Jackson Tools, Inc. 


Circle No. 108 on reader service card 


Safety spectacles equipped with a univer- 
sal bridge which will fit 95% of your em- 
ployees without need for adjustment are 


now available. The bridge blends comfort- 
ably with wearers’ nose contours; modern 
butt-joint temple construction provides ex- 
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tra strength and better tit. This model 
should lower your safety goggle inventory 
requirements. Product of Welsh Mfg. Co. 


Circle No. 109 on reader service card 


The Fyrumbrella is constructed of a 3M A Cut Disabili and | 
aluminized surface which reflects away a mprove 


95% of the radiant heat. It weighs only 


9\% lbs. and folds so compactly it can be :- 
fitted easily inside a suction of 4” fire hose, rd e, wi d 


when not in use. Its glass cloth material 
has a coating of neoprene for greater 
strength. Fire fighters can move in very 
close to a blaze in spite of roaring heat 
Product of Fyrepel Products, Inc. 


Circle No, 110 on reader service card 


A pocket-size tester that uncovers and 
analyzes content of hazardous vapors is 
simple to operate and has exceptionally 
long battery service life. Not affected by 


In heart and asthma cases — for victims over 

»me by smoke, fumes and gases—for accident 
shock victims, you may speed recovery if your 
first aid equipment includes a Scott Demand 
Inhalator. 


Oxygen treatment administered quickly can 
be of tremendous importance. Scott Demand 
Inhalators can be put into operation in seconds. 
No adjustments of pressure or flow are re- 
quired. Safe and easy to use. Special training 
is not necessary. Oxygen flows at rate and 
volume required by patient, and when needed 
- the added help of slight positive pressure, 
with the touch of a button. 
as [ake steps now to be ready for that next victim. 
gasoline containing tetraethyl lead. Prod- 
uct of Davis Emergency Equipment Co., 
Inc. 
Circle No. 111 on reader service card 


Let us send you complete information. Write us 
today or contact your nearest Scott Distributor. 


er If there is Breathing Difficulry — 
Ripple sole safety shoes are suited for Relieve shock ; GIVE OXYGEN 

wear both on and off the job. These shoes 
have Durisco mildew-proof linings, Dacron 
stitching, and anchor flange steel box toe. 
Choose from a selection of two oxfords (in 
brown or black) and a black chukka shoe. 
Product of Hy-Test Safety Shoes Div., In- 
ternational Shoe Co. 


Circle No, 112 on reader service card 


MEDICAL DIVISION 


Loading webbing stings mac oc |. §COTT AVIATION CORP. 


nylon and Dacron are flexible and light- 229 ERIE STREET, LANCASTER, N. Y. 


weight and have a high safety factor, ac- 
cording to the manufacturer. The center of CANADA: SAFETY SUPPLY CO., TORONTO — BRANCHES IN PRINCIPAL CITIES 
the slings, made of tough, parallel fila- EXPORT: SOUTHERN OXYGEN CO., 250 W. 57th STREET, NEW YORK 19, N. Y. 
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ment nylon or Dacron yarns, are protected 
by a woven outer covering. The core of 
the sling, then, never touches the load. This 
feature insures longer sling life and thus 
greater economy. Product of Columbian 
Rope Co. 

Circle No. 113 on reader service card 





A new coated glove, developed to protect 
people who handle rocket fuels, combines 
extreme flexibility with toughness. It is 
liquid-proof, solvent-resistant, especially so 


en Wop 
‘ano LANYARDS! 


118: OF UNOLYN - 
‘ABSORBS APPROX. 
25,000 FILBS-OF 





“NO ReBouno!| 
NO SUDDEN 
' 





A SO°LENGTH OF NYLON LANYARD 
1$ COUED AROUND THE (O" LENGTH 
OF UNSTRETCHED UNOLYN TO PROVIDE 

A FULL: STRENGTH LANVARO AFTER UNOLYN 
HAS ABSORBED THE SHOCK! 


solve many 


KINETIC ENERGY ; 


SAVES 


THE MAN! 


Safe-Hi's Unolyn coil chock absorber is 
available as Separate unit to snap into 
lanyards or construction workers belts and to 
other shock problems! Also available as 
an intregal part of any Safe-Hi Nylon Lanyard. 


WRITE FOR COMPLETE DETAILS... 


ro ROSE MANUFACTURING COMPANY 


2700 W. Barberry Pi., Denver 4, Colo. 











LARD COMPANY 
CALIFORNIA 


INSTANT 
RELIEF 
FROM 
ITCHING 


For Poison Ivy & Oak 
... Bullard’s Formula 


Odorless, greaseless, safe to use 
on any part of the body—Bul- 
lard’s Formula brings immedi- 
ate relief to Poison Oak and Ivy 
sufferers. It forms a protective 
film over irritated skin areas, 
preventing spreading and check- 
ing weeping lesions. 

Catalog #R29A — 1 oz. plastic vial. 
##R29 — Three 1 oz. plastic vials in 
double unit pack. 

Write for Data Sheet #100—‘‘Hec- 
torite in Bullard’s Formula.” 


BULLARD’S FORMULA 


80 BRIDGEWAY SAUSALITO. CALIF 
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mineral acids, and has excellent 
grip. Product of Edmont Mig. 


toward 
non-slip wet 


Co. 
Circle No. 114 on reader service card 


Model 5 is the latest addition to the 
SIPCO line of safe cigarette dunking sta- 
tions. Mount it directly 
work benches. 


on machines or 
It diminishes fire hazards, 


cuts down litter, and restores unproductive 
minutes formerly wasted on smoke breaks. 
Product of Standard Industrial Products 
Co. 


Circle No. 115 on reader service card 


Safety 
concrete, 


tread coating adheres to steel, 
and wood and is quickly applied 


by brush or 
plastic 


squeegee. The kit contains 


resin, activator, and a can of 
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abrasive grit. Resin and activator are 
stirred together and applied to the surtace. 
The coated area is then sprinkled with grit. 
Provides slip-proof footing, the manufac- 
turer reports. Product of Ring Chemical 
Co. 


Circle No. 116 on reader service card 


Safety dispensing jugs, just the thing 
for your laboratories, are available in 2- 


gal. and 5-gal. sizes. Their spouts are fitted 


with plugs permanently attached to the 
containers. Handles at both top and bottom 
make for safe and easy handling. Product 
of Nalge Co. 
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Hi-Dri, an oil and grease absorbent, is 
now being packaged in 25-lb. bags for 
greater ease of handling. Formerly, the 


product was available only in 50-lb. bags. - , WITH 
Hi-Dri dries up oil, grease, spilled water, = 
acids, chemicals, and many other types of 


liquids. Product of Waverly Petroleum ' AMERICAN |AFRANCE 
Products Co. 
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CARBON DIOXIDE 
Atomic-lighted exit and emergency markers EXTINGUISHERS 
for aircraft require no electrical connec- 


tions or other external power source. Each 


Like all American LaFrance products, these 
Carbon Dioxide hand portable extinguishers have 
the extras which mean faster, more effective fire 
te aie protection for you. They feature the same, “pull 
Oi ini Oh etltciintnes pin, squeeze handle” operation that makes all 
—approved by Underwriters American LaFrance extinguishers easier and faster 
and Factory Mutual Labora to handle. Positive pressure valves and all other 
tories. 5 lb. and 15 lb. sizes ne a ‘ 
are elie Cauit Guard op fittings are chrome. The extra-heavy molded plastic 
proved Z horn has unique, multiple orifices that break CO, 
a a en ce eee rat & - snow into gas almost instantaneously. 
provide uninterrupted light for periods up ee For larger risks, 
to 25 years. Product of U. S. Radium 
Corp. 


American LaFrance offers 

‘wheeled engines in 50, 75 and 100 lb. capacities 
as well as custom-designed systems for permanent 
installation. For complete information or an actual 
demonstration, call or write today. 
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addition 
An aluminum handrail system combines rifice, four other « 
attractiveness with ease of installation and »s, (two in 21/2 Ib. Model 


economy. Features rail-to-post assembly, i urge at right angles MERICAN AFRANCE 
wall bracket connection, and base flange of e side of the horn 





ss + r brea » th C nto 
parts precision made for accurate fit. The etrheshecteaales. Mba s omer ; 
minute particles for instant 


railing will accommodate any stair angle. 


ELMIRA, NLY_ USA 
Product of Aluminum Co. of America. 


change into gas. Ir snada, LoFrance Fire Engine and Foamite, Lid., Toronto, Ont 
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“PERFORMANCE” shot counts: 


Get It With The 
“BATRONIC” Resuscitator! 


SUCCESSFUL uses in the field, 
where other methods were first tried 
UNSUCCESSFULLY, tell the story 
of “PERFORMANCE” ! 


SUCCESSFUL because: We have 
found the way to assist the body to 
pull oxygen out into the air sacs of 
the lungs where it MUST GO! 


SUCCESSFUL because: It’s so sim- 
ple and effective to use. The same 
procedure is followed whether the 
patient is breathing or not! 


SUCCESSFUL uses range from a 20 
hour old infant to a 79 year old 
adult! 


Have YOU had a demonstra- 
tion? Do YOU know how 
ELECTRONICS can help to 
save lives? 


Write today for folder or a 


demonstration. 


BATROW LABORATORIES, Inc. 


Branford, Conn. 


Represented in Canada by 
Wilson & Cousins Ltd., Toronto 





Be 
' | Daw ACCIDENTS 


1‘) Reduce Insurance Costs + Cut Time Loss + Save Lives! 


install & use 4A MORRISON 


STANDARD WHEEL GUARDS 


...- On your portable tools 


STOP costly accidents with MORRISON Standard Wheel 


Guards! Safety codes and laws REQUIRE guard protection. 
Specify MORRISON for maximum safety... lighter weight. . . lower 


- 


cost... greater strength. Full protection for operator with minimum 
interference with work. 

Remember, MORRISON also makes revolving cup guards. There 
is a MORRISON Guard for every application . . . all are made to 
comply with American Standard Safety Code. 


SEE YOUR GRINDING WHEEL SUPPLIER OR WRITE: 


MORRISON PRODUCTS INC. sesie wor 
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“Fire Flex” is a lightweight fire hose 
which does away with the hazards of un- 
lined linen hose, according to the manu- 
facturer. Because of its inner high-tensile 


reinforced tube, you can use a fog nozzle 
with it. The tube prevents unnecessary 
water damage. The Fire-Flex is both UL 
and FM listed. Product of Goodall Rubber 


Co. 
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Paraphlo is a skin cleaner which protects 
against follicular dermatitis and is espe- 
cially valuable for workers who handle 
acids, dyes, greases, solvents, printers’ inks, 
and drugs. Product of Chemical Corp. 
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The Willson No. 260 sound barrier has 
a speaker boom and earphones built into 
ear muff hearing protectors. The entire 
unit fits on the head, giving the wearer 
unrestricted use of both hands. It is espe- 


cially suited for noisy industrial applica- 
tions and for flight communication systems. 
Product of Willson Products Div., Ray-O- 
Vac Co. 
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Work shoes and boots, watertight, with 
vulcanized soles and Sylflex silicone-treated 
upper leathers, have been especially de- 
signed for those working in wet conditions. 
The line includes a 6” shoe and an 8” boot. 
Both models are comfortable and durable. 
Product of Cedar-Crest Shoe Co., Div. of 
General Shoe Corp. 
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A new exhaust gas conditioner which 
permits Diesel-powered equipment to oper- 
ate safely underground in metal and non- 
metallic mines and other confined areas 
has been developed recently. The unit cools 
exhaust gases from as high as 1300°F. to a 





maximum of 160°F. and removes the solid 
particles of combustion which normally 
appears as smoke. Product of National 
Mine Service Co. 
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Die blocks support upper dies and plates 
of metal presses when dies are being re- 
paired. Enameled in your plant safety color 
for ready visibility; the enamel cracks with 
over-capacity loads. Product of Magnesium 
Fabricators, Inc. 
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® Why Pay More! 


® Guaranteed 









® Stronger 
® Safer 


© For immediate 
shipment, wire 
phone, or pin 
this ad to your 
letterhead and 
mail to: 


BECO - Bettendorf, lowa 


Four Models @ Metal or Rubber Wheels 
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Practically indestructible! 


tif NALGENE POLYETHYLENE 
CARBOYS AND BoTTLEs provide 
reliable protection from breakage 
in handling caustics and acids. 
Good-looking, light, easy to handle, 
chemically inert and heat resistant 
they’re extremely useful in 

plants and laboratories. 




















1208—CARBOYS, ASPIRATOR 


with /" all polyethylene needle type 
spigots. 

Sizes Available: 2 gal, 5 gal, 64% 

gal, 13 gal. Priced from $16.80 to 

$36.80 each. 

1206—BOTTLES, ASPIRATOR 
with serrated tubing outlet. 

Sizes Available: 32 oz, '/2 gal, 1 gal, 


2 gal, 5 gal, 6'2 gal, 13 gal. Priced 
from $2.65 to $29.75 each. 


isk your dealer for our catalog 


WNALGE 60). Ine 


ROCH TER 2 N 


WORLD'S LARGEST PRODUCER OF POLYETHYLENE LABORATORY WARE! 











THIS EXCLUSIVE 
SURETY 

GLOVE COMBINATION 

SOLVES MORE 

HAND PROTECTION 

PROBLEMS 


THAN ANY OTHER 
WE KNOW 









uf 


SURESEAL 


(HYCAR) 


TURN-CUFF 
INDUSTRIAL GLOVES 


Tests prove Sureseal’s 
amazing long life—ten 
times and more wear 
than other materials. 
Since Surety makes 
gloves from all mate- 
rials you may be sure 
of test impartiality. 
ef Adding Surety’s famous 
y safety feature, Turn-Cuffs, 
the barrier to dangerous 
liquids, provides the maximum 
hand safety and comfort to make 
willing hands and willing workers. 
Ask your jobber or write Dept. 
BW. The Surety Rubber Company, 
Carrollton, Ohio. 


UREN 







TEST 
AT OUR EXPENSE Sena for stide 


rule showing gloves best to resist chemi- 
cals, acids, oils, solvents, etc. Tell us your 
glove need, too... we'll send sample pair. 


In Canada: Safety Supply Ce., Toronto 


Circle No. 54 on reader service card 


OCCUPATIONAL HAZARDS @ MARCH 1959 67 








TEACH WITH PICTURES 


continued from page 45 





Cutlines with photos were specific. 
They embarrassed no one publicly 
by identifying bad examples; but 
men who worked in pictured de- 
partments could easily recognize 
them, and take no comfort from what 
was said about them. 

Typical of all cutlines were the 
two that concerned wood blocks: 
“Wood blocks, used in loading out- 
going steel and in stacking it for 
storage, are stacked neatly here and 
present a very orderly look. Em- 
ployees working in this area can be 
proud of their housekeeping.” .. . 
“In a nearby building, this is an 
example of how scattered blocks 
present both a disorderly appearance 
end a danger to employees. Wood 
blocks are one of the chief house- 
keeping hazards. Many have caused 
painful falls.” 

The main point of the cutlines 
lies in the last sentence: “Many have 
caused painful falls.” Alone, the two 
pictures would have meant little ex- 
cept to show how much better-looking 
proper stacking was than the scat- 


tered mess at the right. The ex- 
planation pinned down why proper 
stacking was important. Yet the ex- 
planation would have been only so 
many dull words if Granite City 
Steel employees hadn’t had pictures 
that showed them—impressively— 
what good and bad storage was. 


All this is kindergarten stuff? It 
is—and yet you'd be surprised at 
how many plant magazines, bulletin 
boards, and posters we see that miss 


their mark entirely because they don’t 
tie pictures, text, and figures together 
into a meaningful whole. 

Take the cartoon poster we saw 
on the wall of a roofing plant. It 
was well drawn, reproduced in four 
colors, a product of the plant’s own 
artists and printing department. It 
showed a man tottering along under 
a heavy box that stood on his bowed 
shoulders; two big-type words said 
simply, “Lift Safely!” 

Why lift safely? Had the cartoon 
character done his own lifting, or 
had somebody else done it for him? 
What did the picture have to do with 
lifting, anyway? Debaters have a 
name for this sort of thing: non 
sequitur, meaning that the conclusion 
doesn’t follow from the argument, or 
that two ideas don’t logically go to- 
gether. 

Non sequiturs have no place in 
plant housekeeping and safety pro- 
grams, @ ® 





NEXT MONTH... 


We'll publish our annual Greater 
New York Safety Show issue. Our 
theme: "Protect the Whole Man." 











CIGARS-CIGARETTES-MATCHES 


immediately extinguished 


with 


SIPCO DUNKING STATIONS 


Fire Hazards from Smoking are a problem 


EVERYWHERE. 


STOP FIRES BEFORE THEY 
START—with SIPCO DUNK- 
ING STATIONS. 


Heavy duty CAST ALUMINUM canisters—guar- 
anteed 3 years against breakage. 
with water, they drown the ‘smoke’. NO FIRE 
HAZARDS — NO ODORS — NO UNSANITARY 


CONDITION. 


Lift off the canister, flip back the lid, dump it 
and the cleaning job is done. 


Available in over a dozen 
different STANDARD and 
JUMBO SIZE models. Choice of 
black crinkle or bright polished 
DELUXE finishes to suit your 
particular requirements. NEAT, 
ATTRACTIVE — USED EVERY- 
WHERE — OFFICES, CLUBS, 
LOUNGES, HOSPITALS, HOTELS, 
SHOPS, RESTAURANTS, INSTI- 
TUTIONS, SCHOOLS, ETC. 





Partly filled 


NEW SAFETY TREAD 


The new abrasive “TRAFFIC-FLOW” design of the 
Super-Stairmaster has a magnetic-like grip which pro- 
vides safe, sure traction on commercial—industrial—in- 
stitutional stairs and is 100% effective under dangerous 
wet or oily conditions. Perfect safety for ladies’ high 


Super- Stair- 
master is the 
new heavy duty 
aluminum safe- 
ty stair tread 
that repairs 
and modernizes 
worn or slip- 
pery stairs now 
available from 
Wooster Prod- 
ucts Inc., Woos- 


ter, Ohio. 


s 
NEW MODEL 4) 

Designed for permanent mounting on walls, posts, 
columns, etc. in public areas. Eliminates pilfering 
problem. JUMBO size canister furnished with light 
weight, rugged glass-fiber inner-liner. Flip back the 
lid—lift out the inner-liner and dump it. Inner-liner 
fits all JUMBO size SIPCO canisters and is available 
pantey. MODEL 1JD 

JUMBO size DELUXE FLOOR MODEL. Heavy 
weighted bose and attractive, eye catching sign. 
Height 42’’— weight 26 Ibs. deal for halls, aisles, 

4 landings, etc. Also availdble less sign (MODEL 1JWS). 
WRITE FOR ILLUSTRATED BROCHURE. 


7 TANDARD 7 NDUSTRIAL Pi RODUCTS La 


DEPT. M__¢ 3577 FARMINGTON ROAD ¢ PEORIA, ILLINOIS 


heels is a feature of interest to managers of buildings 
open to the public. The treads are rugged and outwear 
concrete, stone or marble. Easily applied over all types 
of stairs. Cleans with once-over-sweeping or vacuum. 








Approved and recommended by Safety Engineers, Guar- 
anteed by Warranty Bond. 


Complete information on Super-Stairmaster and the re- 
pair of stairs by return mail. Write Stairmaster, Dept. 
S-20, WOOSTER PRODUCTS, INC., 100 Spruce St., 
Wooster, Ohio. 
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IS IT FAIR? 


The American 


..a case from the files of 


Arbitration Association 


The American Arbitration Association is a non-profit member- 
ship corporation, organized to advance knowledge and use 
of labor-management, commercial, and international trade 
arbitration. The award of the arbitrator in the case described 
below is not to be taken as an indication of how other 
arbitrators might rule in apparently similar cases. 


THE ACCIDENT rate at a Midwest 
manufacturing plant rose so fast that 
the insurance carrier refused to renew 
the workmen’s compensation insur- 
ance policy. A new carrier decided 
that poor eyesight was probably the 
cause for the increase in injuries, 
and agreed to write the necessary 
compensation coverage if all the 
workers had their eyes tested. 

After discussion with the union- 
management safety committee, the 
company physician handled the ex- 
amination. It was agreed that work- 
ers with less than 20/20 vision would 
have to get glasses or secure a state- 
ment from an eye specialist that 
glasses weren't needed. 


Alex B. was the only employee 
who didn’t go along with the pro- 
gram. He was given several exten- 
sions of time and several warnings. 
Finally his foreman suspended him. 

Alex filed a grievance. “Conditions 
of work were negotiated by the union 
and are described in the union con- 
tract,” he said. “The company has no 
right to establish a new condition for 
employment without the consent of 
the union.” 


The arbitrator ruled against him. 

“Nothing in the contract,” the 
arbitrator said, “denies to the com- 
pany the right to promulgate reason- 
able rules to apply in the plant. In 
this case, the union had every op- 
portunity to protest the eye examina- 
tion program. . . . The whole pro- 
gram was discussed in the safety com- 
mittee, on which sat two union rep- 
resentatives. 

“There was no evidence that the 
preliminary examination by the com- 
pany doctor in any instance was in 
error. Approximately half of the 21 
employees found to have had defects 
actually needed glasses, and in one 


instance a very serious condition was 
discovered. 

“There was nothing in the evidence 
to indicate that the company did not 
embark upon the eye examination 
program in complete good faith and 
in an honest effort to help reduce the 
accident rate. The company, there- 
fore, had proper cause for the suspen- 
sion of Alex B, until such time as he 
complied with requirements.” ® ® 





Timber! .. . 


The Factory Mutual Engineering 
Division reports that one company 
recently found a sprinkler valve 
that couldn't be closed. A 5-foot 
length of 3 x 4 timber had been 
left beneath the gate when the 
main was laid. The timber had to 
be sawed into short pieces before 
it could be taken out of the pipe. 


Safety first... 


Henry C. Frick, coke company 
president, originated one of the 
most popular safety slogans when, 
in 1899, he started an industry- 
wide campaign under the banner, 
"Safety First, Quality Second, 
Cost Third." 


Conversions . . 


The National Fire Protection 
Association warns industry against 
any attempt to convert soda-acid 
extinguishers to cartridge-oper- 
ated water types. The change voids 
UL or FM approval, may lead to 
trouble when extinguisher opera- 
tion is needed, may even cause 
explosion. 


Cleaning job... 


He'd been told how to do it 
properly, but young John Allen 
thought of a quicker way. At the 
E. D. Etnyre & Company plant, 
Oregon, Illinois, he used paint 
remover inside a tank, then tossed 
in a match. He got third-degree 
burns from the waist up. 
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impregnated 


> Salt nme 


plus 


> vitamins 


In hot weather, most people eat 
less—thus fail to meet the body’s 
minimum vitamin needs, or to 
replace all salt lost by the system. 


Now—“Pep-Ups” with BOTH vital 
elements help your workers main- 
tain full physical efficiency. Hold 
down the Hot Weather Rise in 
Accident Rates, with 


Pep-Uip. 


The Ouginal and Highest Quality 


with 
VITAMINS ADDED | 


Each salt crystal individually 
coated for slow, controlled dis- 
solving — WiLL NOT CAUSE 
“SALT SICKNESS” 
in Convenient 
All-Weather 
Sanitary, Expendable 
DISPENSERS 
of Attractive, 
Durable Styrene Plastic 


AT NO EXTRA COST 


Special Introd 
20% DISCOUNT 


on all orders for “Pep-Ups with Vitamins” 
received before April 15. 


1000-Tablet Dispenser, Cat. No. 1424. 500-Tablet Dis 
penser, No. 1414. 1500-Tablet Bulk Corton, No. 143) 





Early Order Discount 


5% DISCOUNT 


on all orders for “Pep-Ups impregnated 
without Vitamins” received before April 15. 


1000-Tablet Dispenser, Cat. No. 1124. 500-Tablet Dis 
penser, No. 1114. 1500-Tablet Bulk Carton, No. 1131 
Also ovailable—Enteric Cooted “Pep-Ups”, subject to 
some 5% Early Order Discount. 
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BREATH OF LIFE 


continued from page 27 





and accident victims. Mouth-to- 
mouth or mouth-to-airway breath- 
ing is an emergency measure; you'll 





Globe Industries, Inc., photo 


MOUTH-TO-MASK breathing improves 
mouth-to-mouth breathing, now the 
official method for artificial respira- 
tion among United States armed 
forces. 


find that trained crews, working with 
modern equipment, can do a better 
job than any manual method. 

The emergency manual system is 
essential. When a man’s stopped 
breathing, he needs to start again 
almost at once, or he'll die. Even if 
he’s brought around later, his brain 
may be damaged permanently by lack 
of oxygen unless mouth-to-mouth or 
some other kind of artificial respira- 
tion is applied promptly. You can’t 
wait 3 to 5 minutes while someone 
calls a dispensary and gets a mechan- 
ical resuscitator to the accident lo- 
cation. 

There are, nevertheless, four big 
advantages with mechanical equip- 
ment: 

1. It doesn’t get tired. 

2. It doesn’t take much training 
for crews to be able to use it. 

3. It can deliver pure oxygen 
often very important—or a mixture 
of gases as the doctor demands. 

1. It can work when other methods 
of artificial respiration can’t—the 
mask can be slipped over a face when 
the victim is trapped in a place too 
small or too awkward to be reached 
by manual methods. 

Some resuscitators can be used on 


more than one person at the same 
time. That’s a tremendous help when 
you have a major explosion or fire. 
or when several are overcome by 


gas. 


Every resuscitator manufactur- 





ELECTRONICS TO THE RESCUE 


In much the same way that sur- 
geons sometimes start a_ heart 
beating with mild electric shocks, 
you can start lungs working again 
after they've stopped. The device 
that does it costs around $700, 
uses no oxygen, requires an elec- 
tric current (a car battery will 
do) to operate. 

An argon-filled wand acts as a 
positive electrode. You put a 
metal plate (the negative elec- 
trode) on any part of a victim's 
body, then touch the region just 
below the chest with the wand. 
Electric shocks, timed to get 
muscles and nerves back to work, 
make the diaphragm expand and 
contract. That forces the victim 
to breathe. You can use regular 
mechanical equipment as an as- 
pirator to clear the throat and 
mouth while you use the electronic 
resuscitator to induce breathing. 


























STA\S)AFE AIR BORNE HOOD 


W, LOW COST HOOD 
THAT FLOATS ON AIR 








You have all the protection of a hood, yet feel as if there were 


no hood at all. That’s because there’s no headgear, no frame, 
no weight to be supported, no limit on head movement. Air from 
plant supply inflates the flexible vinyl (.004” thick) hood and 


holds it away from head. The exhaust valve prevents ambient 
air from entering the hood. . 


. while the handy drawstring 


is pulled up under the chin for a snug fit. The oversized 
15” x 9” x .020” window means clear, panoramic vision... . 
and is kept fog-free by the continuous supply of fresh air. 
On many jobs the hood can be easily cleaned and used 
over and over again. Even if it has to be discarded 
you’ve still saved money because the cost of the hood 
is so surprisingly low. Write today for full literature 
on the StaSafe Airborne Hood (SD 3748). 









STANDARD SAFETY EQUIPMENT CO. 
431. N. QUENTINROAD + _ PALATINE, ILLINOIS 


NEWARK 4, NJ. CLEVELAND 10, OHIO LOS ANGELES 66, CAL. 
604 Broadway 855 East 152nd St. 12921 W. Washington BI. 
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PHLO 


WATERLESS HAND CLEANER 


to every test 
you'll find it best 


When you offer your employees new 
PHLO Waterless Hand Cleaner you can 
be sure of complete satisfaction. 


PHLO removes all industrial soils in a 
jiffy. 
PHLO contains doth silicones and lanolin. 


PHLO is milky white, smooth in con- 
sistency. 


PHLO dispenser makes using and refilling 
a simple matter. 


PHLO wins the appreciation of both man- 
agement and workers. 


Two Old Stand-bys for 
Skin Protection Approved 
and Accepted by Industry 


PRACTI-KREME... an effec- 
tive skin protector and clean- 
er for over 15 years. 


PHLO ... neutral skin pro- 
tector now fortified with sili- 
cones. 


Write today for literature and 
free test samples. 


emical 


Corporation 


71 Waltham Avenue « Springfield 9, Mass. 
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er gives you a printed manual when 
you buy his equipment. The man- 
ual tells how to use the device. The 
rules vary a good deal from one re- 
suscitator to another. 

You can, however, use these gen- 
eral guides in caring for your equip- 
ment: 

> Keep the oxygen tanks with the 
machine reasonably full all the time. 

> Test the equipment frequently 
to make sure it’s in operating condi- 
tion. 

> Keep the mask cushions in- 
flated. 

> Don’t use oil on the machine. 

> When the resuscitator isn’t be- 
ing used, close the oxygen cylinder 
valve. 

> Clean the device after every use. 
first with a 20 per cent solution of 
green soap, next with a rinse of clear 
water, finally with a solution of half 
alcohol and half water. 

> Make sure the equipment isn’t 
dropped or banged. @ ¢ 


Technical help in the preparation of this 
article came from: Abbott Laboratories, 
Inc.; American Medical Association; 
American National Red Cross, Greater 
Cleveland Chapter; Baltimore City Hos- 
pitals (Peter Safar, M.D.); Baltimore 
Fire Department (Martin C. McMahon, 
captain) ; Batrow Laboratories, Inc.; Globe 
Industries, Inc.; Hooker Chemical Corpora- 
tion (C. M. Olson, safety manager); Na- 
tional Cylinder Gas Division, Chemtron 
Corporation; Respiratory Hazards of the 
Fire Service (William D. Claudy, M.D.) ; 
Stephenson Corporation. 





For hygienists .. . 


Industrial Hygiene News Report, 
1791 West Howard Street, Chicago 
26, put out its first issue in Octo- 
ber 1958. The letter-style monthly 
specializes in brief reports of new 
developments in the industrial hy- 
giene field, including hazards and 
ways to overcome them. 


Warning ... 


The National Fire Protection 
Association warns workers to be- 
ware of the growing racket in- 
volving useless home fire  ex- 
tinguishers and alarm systems. 
Many of these items now sold 
house-to-house are more dangerous 
than helpful. 


Trucker safety ... 


The National Association of 
Automotive Mutual Insurance 
Companies has found that truck 
and bus drivers between 40 and 
55 drive more safe'y than men in 
other age brackets. 
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Belt of Bashlin’s Quality Cotton or 
Nylon Webbing. Lanyard % inch 
manila rope . . . safety equipment 
as necessary in industry as para- 
chutes in the air. 


The complete line of Bashlin Qual- 
ity Safety Equipment for Industry 
includes the correct belt or harness 
for the job .. . Also a complete line 
of linemen’s safety equipment. 


You Can't Afford Anything 
LESS Than the BEST— 

Sag BASHLIN 
Highest Quality For Over 30 Years 


Distributors in Strategic Areas in U.S.A. 


Export: Copperweld Steel International Co 
In Canapa: A. B. Chance Co. of Canada, Ltd 
Toronto 


Ask for... 
CATALOG NO. 54-S 


W.M. BASHLIN CO. 


GEOVE CITY, PA. 
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SAFETY 
MULTIPLE 
LOCKOUT 


For locking out elec- 
tric switches and fuse 
boxes where a num- 
ber of men are work- 
ing on the same line. 
Accommodates up to 
six padlocks. Switch 
may not be thrown 
until last man removes 
his lock. Sturdily con- 
structed yet light and 
easy to handle. Length 
overall 8%”. Provides 
a sound procedure 
for an everyday 
problem. 


WRITE FOR 
BULLETIN NO. 95 


Safety Equipment for all Industries 
INDUSTRIAL PRODUCTS COMPANY 





























Drive out 


FOUL AIR 


Blow in 


FRESH AIR 


with Coppus Type A 
Ventilator 


Assure greater safety, com- 
fort for workers... get greater 
efficiency. 

Drive out dangerous fumes, 
gases, stagnant or hot air from 
boilers, cable manholes, tanks, 
vats and other confined places. 
Supply fresh air continuously. 


cester 2, Mass. 


@ MANHOLES mode safe for 


workers’ entrance within minutes. 


@ sorter AND TANK INTERIORS 
cooled by Coppus. Fresh air supplied 
continuously. 


ANOTHER 


COPPUS 


“BLUE RIBBON” PRODUC] 
oe | 
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ration, 303 Park Avenue, Wor- 





PRESCRIPTION FOR ACCIDENTS 
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accidents result in injuries. Studies indicate that 1 out 
of 30 unsafe acts results in an injury involving first aid; 
1 out of 330 results in hospitalization. 

To illustrate his point, the coordinator held up a bottle 
containing 330 pills. One pill was poisonous. He passed 
the bottle around the room and asked, “Anyone want 
one?” 


Unsafe conditions and acts 


The second hour of the plant session began with a re- 
cital of unsafe conditions supervisors should watch for: 
inadequate guard; no guard; defective tools, equipment, 
or substance; unsafe design or construction; faulty 
illumination; poor ventilation; unsafe clothing. 

Unsafe acts were also explored—-for example, operat- 
ing a machine without authority or undue speed, using 
equipment known to be defective, horseplay. 

Students discussed these hazards. The class talked 
of preventive measures, developed a list of necessary 
actions: 

For unsafe acts—stop worker; study job: give thor- 
ough instruction on safety aspect of operation: follow up: 
enforce. 

For unsafe conditions—remove, guard, warn. 


The final hours 


The fourth. hour was devoted either to the use of per- 
sonal protective equipment or to correct lifting pro- 
cedures, depending on individual plant operations and 
hazards. 

The fifth hour was a summary, with emphasis again 
on the fact that accidents are caused, and that supervisors 
and key people must act to eliminate unsafe acts and 
conditions. 


Accident frequency cut in half 


Largely through this course, Hinde & Dauch reduced 
its accident frequency last year to 50 per cent of the 
average during 1953-57, 

Safety coordinators are enthusiastic. Some are using 
the dominoes in voluntary presentations to church groups 
and at safety shows and meetings in their areas. 

The safety coordinators’ meeting at Sandusky has be- 
come an annual affair. Men gather from all plants to 
review the past year’s performance and to make plans 
for the future. 

Division safety director Fred Fisher, commenting on 
the program. told us, “ We owe a vote of thanks to Al 
Lateiner and to H. W. Heinrich, whose book /ndustrial 
Accident Prevention was of great value in teaching some 
of the fundamentals. But most of all, we appreciate the 
splendid efforts of our own people. They made the pro- 
gram the success it is.” © @ 





To get more information on products advertised in this 
issue, use the convenient reader service card. See pages 


16-17 and 64-65. 
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here’s your answer 
to 10 common 
spectacle problems 


® 


ILLSON 
CONTOUR-SPEC 


with F'7 lenses 


With its exclusive Hinged Bridge the Willson 

Contour-Spec fits all faces... broad or narrow, 

long or short. Thus, one size only replaces up to 

ten sizes of conventional safety spectacles! 

This means greatly simplified inventory-handling 

for you... makes ordering and stocking easy 

.... completely eliminates size specification and 

individual fittings by trained personnel. You always have 

proper-fitting spectacles on hand for new as well as present 

employees! And the new F7 shape Contour-Spec provides wider area of 
vision... broader protection...and the smarter appearance that wins immediate 
approval of workers! Standardize on the Contour-Spec with F7 lenses 
and you'll bring new efficiencies, new economies to your program. 


the one-size 
safety spectacle 
that fits 
everybody 





The Willson Contour-Spec WCS-F48 with F7 lenses is made in one frame 
size only with 48 mm eye siz :. (Olaveliot: me) mil-ta elacl-lameeliela-tem o)t-F-jtlomig-laal> 
Flare matt couallatemm el-iafele-tc-le Mel amelalel-1acele-tc-1¢ M-J16(-1-J0l1-) 10} em a Lele ler: 

J are let: Mme) eels] at-pam @talelior- ime) lf-plastic, half-cable temples or s 


with elastio headband as shown above. 


Call your nearby Willson distributor ® 


: ¥ Products Division 
for a demonstration of the new Willson : " 
Contour-Spec with F7 lenses, or write direct y Ray-O-Vac Company 


for descriptive data and prices. Sec ce 205 Washington Street, Reading, Pennsylvania 
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OUT WITH GIMMICKS 


continued from page 32 





his schooling. I can spot, almost at 
first meeting, people who have had a 
safety background. Far too few 
have. And there’s an additional prob- 
lem with people in research and de- 
velopment work. Often they may get 
so absorbed in the project that they 
overlook their personal safety. 


How do you ground the indi- 
vidual in safety? 


A member of the safety depart- 
ment takes the new employee on his 
first-day tour of the facilities. The 
safety man points out emergency sta- 
tions, safety equipment, 
shows the new worker the dispensary, 
introduces him to the nurse. Dur- 
ing the tour, the safety man infor- 
mally explains our concern for safety. 


discusses 


Next, when the man is assigned to a. 


job, the division chief takes over the 
safety training. The division chief 
knows more about the hazards of a 


particular job than we do. He can, 


” 


“They overlook personal safety 


and does, call on us for any special 
materials or programs. 


What special hazards do Bat- 
telle employees face? Are they 
more severe than they might be 
in a plant? 


Many of our projects, particularly 
in the metallurgical and chemical 
fields, involve plant processes on a 


We take normal 
safety precautions and use accepted 
safety devices. When I first took over 
the job of safety, I worried most 
about scratches, bruises, and light in- 
juries which add up in number. Now 
| find myself concentrating more on 
preventing the accidents that could 
cause serious injury or death or large 
property damage. The fact that we 
do experimental work probably af- 
fects this thinking. 


laboratory scale. 


You mentioned before that in 
research work you are always 
“on the edge of the forest.” Be- 
sides barricading certain proj- 
ects, what other steps do you 
take to protect the employees 
when you do not know the 
hazards? 


Here’s where our technical people 
help me. Technical advice is about 
away as my intercom tele- 
phone. By conferring with our scien- 


as far 


tists, I not only get expert advice, 
but I get these people involved in 
safety. Another routine that works 
for me is my sentry system. 








ve en Oe We Oe OO UO 


the plant safety man. 
indexed and _ thumb-tabbed, 


BOOK DIVISION 


812 HURON ROAD 





Be Ready 
With The Answers 


Satety administration 
Protective equipment 
Mechanical safety 
Skin diseases 

Metal poisoning 
Airborne hazards 
Solvents 

Fire protection 
Radioactivity 
Housekeeping 


Here’s the book that was written exclusively for The 
About 800 pages, cross- 
containing 
up-to-date information on ail phases of industrial 
safety. You'll wonder how you got along without it. 


OCCUPATIONAL HAZARDS 
CLEVELAND 15, OHIO 


Bim im 0 


— 


nS Tc A 


FIRST TIME AT 
THIS LOW PRICE 


"OXYLATOR" 


carrying case 


accurate case |6x6x4 inches. 


and traumatic), 





Instant First Aid... 





The Complete First Aid Oxygen Inhalator 
for Emergency Use 


50 CIANS, DENTISTS, 
HOSPITALS, IN- 


is a complete portable emergency unit 
. cylinder, valve, gauge, face mask, breathing bag and 
. . «holds Il gals. of medical oxygen. Carrying 


FOR: Heart and Asthmatic Condition, Shock (electric 
Exhaustion, 
Driving Fatigue, Smoke and Noxious Gas Inhalation. 


a 


OXYLATOR 


MAIL 
ORDERS 
PREPAID 


OT 


FULLY 
GUARANTEED 


USED BY PHYSI- 


DUSTRIAL PLANTS 


eee oe 


Fainting, Asphyxiation, 











Brochure describing larger units sent on request 
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National Equipment Co. 


a0 a) a a 


Talbot and Fleet Sts. 
Braddock, Pa. 
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ANOTHER BENEFIT OF MSA’S 
NEW HAT SUSPENSION 


NO 
PRESSURE POINTS 


MSA’s new double cradle suspension 
for Skullgard Hats and Caps gives you 
“Fixed-Crown” clearance and adjustable 
comfort. 

Item: In designing the new suspen- 
sion, uncomfortable pressure points have 
been eliminated. Metal snaps, which 
tend to press against the wearer’s head 
in some safety hats, are recessed into 
plastic frames in this suspension. The 
frames cushion the snaps between the 
sweatband and the man’s head. This ex- 
clusive design feature reduces layer 
thickness at possible points of contact. 

Other features include: handy locked- 
in suspension; air cushion sweatband; 
fast size adjustment; easy-to-clean, long- 
wearing plastic webbing. 

Write for new bulletin for details. 


=. 
SAFETY EQUIPMENT HEADQUARTERS 
\ pe 


MINE SAFETY APPLIANCES COMPANY 


201 North Braddock Avenue 
Pittsburgh 8, Pennsylvania 
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What's that? 


From time to time, we use danger- 
ous materials, including radioactive 
substances. I have friends in the 
purchasing and receiving depart- 
ments who serve as sentries. Any 
time we either order or receive dan- 
gerous materials, they let me know. 
It’s a real tip-off that trouble may be 
brewing. 


What other gimmicks do you 
use? 


Gimmicks won’t work here. Nor 
will contests or awards. Buttons and 
trinkets saying “I worked safely,” or 
plaques naming one department as 
contest winner simply wouldn't ap- 
peal. We concentrate instead on fun- 
damentals, We communicate with our 





“Gimmicks won’t work here” 


workers through formal and_ in- 
formal meetings, special bulletins. 


and our company newspaper. 


Can you give us an example 
of your special bulletins? 


Well, your own magazine’s baby 
photo series gave us an idea which 
has worked exceedingly well. Monthly 
we print 84% by 11 calendar cards 
which we pass out to almost every 
employee. The cards have safety 
messages dubbed in. One year we 
used animal photos, taken for us by 
a company photographer at the Co- 
lumbus Zoo, and the next year we 
used baby photos. If we’re as much 
as a day late delivering these cards we 
get calls from all over the institute. 


What about your safety 
record? How good is it and how 
does it compare to that of other 
companies? 





KEEP YOUR FEET 
ON THE FLOOR 


to change bulbs 
in safety 


You eliminate injury from falls, broken 
bulbs and inconvenience when you 
change bulbs with the new McGILL® 
Adaptable Lamp Changer. There are 
9 different heads to choose from for 
virtually any size, shape and type of 
bulb. The lightweight and insulated 
steel pole is furnished in 5’ sections 
that lock securely together by spring 
actuated buttons. 
Safety is FIRST when you use a 
McGILL Lamp Changer instead of 
insecure ladders. 

Available from your 

electrical wholesalers 


Send today for 
McGill Cataicg 
No. 84 


engineered electrical products = — —www-> 


SGILe 


precision needle roller bearings 


MCGILL MANUFACTURING C0., INC. 


650 N Campbell St. Electrical Div.. Valparaiso, Ind 
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I don’t pay much attention to how Our NEW 1959 EDITION... 


our record compares with others. 


First, our work differs from that of 40 Pa ge CAT At OG of 


a manufacturing plant. Second. 


what’s to be gained? Records have EMBLEMS*?PLA e UES*TROPHIES 
a function, but only when used with- INCENTIVE AWARDS 
in the company. Our safety pro- “ 

gram was set up—and I mean this— : 
for humanitarian purposes. Our p j FREE! 
management is not interested in com- NEW! ( wasois and 


belie 


peting in safety with other organiza- , THE 

tions. It is interested in statistics IDEAS ONLY 

only as they represent the prevention > — 

of injuries and the saving of lives. FOR CATALOG 
In 1952 I became Battelle’s first SAFETY OF ITS 

full-time safety engineer. At that e, ) 

time our frequency rate was 16. In PLAQUES ITTY KIND! 

less than a year it was down to about TROPHIES 

3, and now it is about 5. Our severity and as GET YOUR COPY 

in 1952 would have been around 200; 


; TODAY! 
now it’s 20. We’ve made prog- INCENTIVE : - KEEP IT HANDY 
ress, @ @ AWARDS oe eas TO SOLVE YOUR 

nanos & fears |» ‘ AWARDS 
at PROBLEMS 
Small Fires That f ! 
Could Have Grown 


Paes 3! 
ANY SMALL fire easily can become a 


big one, given enough fuel, air, and WILLIAMS JEWELRY & MFG. CU 


rk yah 10 5. WABASH AVE, CHICAGO 3) 1 
1. A worker put a pillow in a SILVERSMITHS BUILDING — CEntral 6-5018 
storage cabinet overnight. The pil- 
low touched a lighted electric lamp. 
A fire started. The company re- 
quired noncombustible cabinets for 
all storage, or the fire could have 
been a big one. The employee’s act 
broke company fire prevention rules. 


7 behae Gs =| +s : You'll find Ruemelin 
2. An explosion took place inside Fume Collectors ideal 

















a laboratory oven when nongaseous : for stopping noxious 

- BS © aun S00 ; * 2 . welding fumes at their 
material was heated to the ignition - s i. vbien  Conntes-bal 
point. Laboratory workers noticed : ‘ee s 


anced inlet hood stays 
smoke, broke the seal of a hydraulic in working area, auto- 


| let e: : te te el +3 matically. Improves 
door, let oxygen seep into the oven. ts eater agninll-ortatalaiagy 
The blow-up resulted. The stack lessens fatigue .. . 
damper was counterweighted and paves the way for in- 
i " ibe 2. f } : 4 creased plant produc- 
closed to hold in heat, but swung Mon. Theveunds la every: 
open under pressure. It should have day service. Write for 
been at least partly opened to let any ag ag oetete 
. : ‘ oO. 4 

vapor escape. J 

3. A flash fire badly damaged an S$ = ey “thaeatien ete 
office duplicating machine. The op- ft. reach collector. Handles 

° ° 9 large or small work. Units 
erator was filling the machine’s res- available with 9 ft., 15 ft., 
: : . 17 ft. and 20 ft. reach."’ 

ervoir with a flammable solution; she 
used a safety can, with a flexible hose 
attachment. When the fluid over- 
flowed, vapors were ignited by a 
spark. The machine’s motor had 
been left running. Had the motor 
been shut off, there would have been 
no spark. @ @ 





RUEMELIN MFG. co. 


MFRS. & ENGRS. © SAND BLAST & DUST COLLECTING EQUIPMENT 
tures in your plant? See page 73. 3888 NORTH PALMER STREET © MILWAUKEE 12, WISCONSIN, U. S. A. 


Are you using “Sudden Injury" pic- 
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EE NAMES IN THE NEWS 
costs with people * companies ° asgdciations 


JUNKIN 


Safety Guards = , The bell will ring for Ansul Chemical 


Company’s first fire school of the season 
on the morning of May 18. Thirteen of 
these 2'%4-day sessions will run through 
September 30. Actual fire-fighting practice 
with hand, wheeled, and large-capacity ex- 
tinguishers will be featured. There will be 
group discussions and viewing of training 
films. You can get the complete dope from 
any of Ansul’s regional offices. . . . 
Linde Co., a division of Union Car- 
bide Corp., sponsored a 1-day seminar 
recently for 11 safety engineers of the 
California Division of Industrial Safety. 
Discussion centered on safe practices in 
manufacture, transport, and use of oxygen, 
nitrogen, and argon in both liquid and 
gaseous form. The men also talked about 
the use of welding and cutting tools and 
requirements for protective clothing, ven- 
tilation, and eye protection. . . . 
INTERLOCKING . From his offices in New Orleans, Jerry 


Canadian Distributors Write for Free Catalog BARRIER Kellam, new sales representative for the 
Vv FETY LTD., ,, - GUARD Pi Rublk Co. of T i ves 
LE edt lg “THE KEY TO PROTECTION ; ioneer Rubber Co. o exas, move 


into a territory that includes Arkansas, 
Louisiana, Mississippi, western Tennessee, 


ENGINEERED | # \ and Houston. . . . New president of the 

SAFETY APPLIANCES a Veterans of Safety is A. F. Parmelee, 
= president of U. S. Safety Service Co., 

3121 Millers Lane, Louisville 16, Ky. Kansas City, Mo. The Veterans, founded 


in 1942, is comprised of men with more 


Invest in safety—accidents cost money! 
Junkin Safety Guards for primary 
and secondary punch press operations 
afford maximum protection, increase 
press production and lower insurance 
rates. Swinging Die Closure is con- 
structed to be adaptable to a variety 
of primary operations. 


SWINGING DIE 
CLOSURE 





than 15 years’ safety engineering experi- 
ence, helps prevent accidents and promote 
safety. In September the Veterans will 
publish a book about its members, includ- 
ing their biographies and special occupa- 
tional talents. The book will be free to 
; engineering college libraries, so that under- 
schools, clubs and graduate engineers can write members 
over 70% of the about their specific engineering problems 

largest industrial and get answers from experts. . . . 
plants in the 
U.S.A. 


Scientific research has upset old theories about Athlete’s 
Foot. Skin specialists say that disinfectants are “futile, 
illogical, and potentially harmful.”* They recommend skin 
toughening to make the skin resistant to fungus attack. 
That’s good horse sense. 


ONOX SKIN TOUGHENER | 
PREVENTS ATHLETE'S FOOT + ton ttn 


New north central division manager of 
Onox mineral salts toughen the skin . . . increase resistance the Blackmer Pump Co., Grand Rapids, 


. .. prevents fungus growth. No fungus . . . no Athlete’s Foot. Mich., is Seovell L. Fry. His offices are 
Bathers like Onox. And it costs only 1¢ per man per week. in Chicago. He covers 10 midwestern and 
south central states. Fry brings 20 years 

TRY ONOX 60 DAYS AT OUR RISK If not completely satisfied, experience to the post... . The Flexaust 
you owe us nothing. Write for full details and ask for: Div., Callahan Mining Corp., New York 
FREE FOLDER: Facts on Athlete's Foot including medical ceaund vile aadaaier eam 
opinions from * Archives of Dermatology and Syphilology. regional sales manager with responsibility 
‘ for advertising and promotion; R. P. 
ONOX INC. Dept. 6, 121 Second St., San Francisco 5, Calif. Carrington central regional sales man- 
Warehouses: Brooklyn + Cleveland + New Orleans.» Newark, California. a per S. J. Stanfield western re- 

gional sales manager. 
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William F. Hill, employee of the L. E. 
Myers Co., Decatur, IIl., was working on a 
conversion job at Marseilles. He was 
climbing a pole when an insulator fell from 
the crossarm. The 2]-oz. object fell about 
10’ and struck Hill’s hard hat. He was not 
seriously injured. 


Bennie Monforte of Knickerbocker 
Construction Corp., New York City, was 
busy nailing lumber and didn’t see the 
piece of pine that had been accidentally 
dropped from 12’ above him. The 18-lb. 
object struck his hard hat. 


He was not 
badly hurt. 


In the power house of American Box 
Board Co., Filer City, Mich., Robert Nice 
was cleaning a recovery boiler when 80’ 
above him several chunks of salt cake 
loosened and fell, striking his hard hat. 
The debris weighed 10 to 15 lbs. Nice 


was not seriously injured. 


Donald Sands, operations foreman for 
the Nitrogen Div., Allied Chemical & Dye 
Corp., Ironton, Ohio, stooped down to open 
a drain valve on a line containing a strong 
caustic solution. The solution hit the 
ground. Sands jumped quickly to avoid 
being splashed, and in doing so struck his 
head on the under part of a steel stairway. 
He was not seriously injured, thanks to his 
hard hat. 


Charles Kooken of West Virginia Pulp 
& Paper Co., Luke, Md., was working on a 
pump in the cellar of a paper machine; 
30’ above him, workers were drilling holes 
in the concrete floor. A 4-lb. chunk of con- 
crete fell through the floor and struck 
Kooken. His hard hat saved him from 
serious injury. 


In Louisiana, Valman Howze of Gay- 
lord Container Corp. was driving a tractor 
that became stuck in the mud. In an ef- 
fort to extricate the tractor, Howze stuck 
a gun pole about 6” in diameter and 3’ 
long under each wheel, fastened it with 
a chain, and then released the clutch. One 
pole revolved with the wheel and _ struck 
Howze on the head, knocking off his hard 
hat. The log weighed 30 lbs.; the blow 
would have caused serious injury except 
that Howze was shielded by the safety 
helmet. 


While working in the switchyard power 
station at Pekin, Ill., John Leslie, Com- 
monwealth Edison Co. employee, was 
struck on the head by a 5-oz. tool which 
had fallen 8’. The tool first struck a porce- 
lain insulator, caromed off, and hit Leslie. 
He was not injured, thanks to his hard hat. 
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RID THE BODY OF 


CAUSTICS and CHEMICALS | 


Instantly! Thoroughly! 


AcciDENTS with caustic chemicals | 
strike with shocking swiftness—and | 
Haws Drench Showers are instant- 7 
ly ready to deliver relief just as fast! 
A solid downpour washes away de- 
structive materials—saving seconds 
until medical aid arrives, possibly | 





averting serious injury and exces- 
sive compensation claims. Haws || 
Drench Showers can help you! Write 
for details and illustrated literature. | 


MODEL 8935— Drench shower augmented by 
Haws eye-wash fountain. A complete safety 


station —always ready! 





DRINKING FAUCET CO. 





(Since 1909) 


1443 FOURTH STREET - BERKELEY 10, CALIFORNIA 





...and 
PREVENT 


Safety Wheel Blocks are 
light, strong, tough because 
they're STEEL CAST- 
INGS. Hold heavy trucks, 
trailers with ease. Prevent 
accidents caused by vehicle 
moving away from dock 
while loading, unloading. 
Easy to handle, store. Prac- 
tically indestructible. 
Stocked for 

Immediate 

Delivery 


$10.95 ea. 


1-5 Blocks 


$9.95 ea. 


6 or more 





Order now for immediate delivery! 


ee... Ind. Write for illustrated catalog. 


CALUMET STEEL CASTINGS CORP. 


1640 SUMMER STREET e HAMMOND, INDIANA 
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Lee Sonce EAR-VALVS 
Eliminate the HARMFUL 
Effects of NOISE to 
The EAR DRUMS... 


A FREE 30 Second Demonstration 
will PROVE this BEYOND QUESTION 
We GUARANTEE THAT! Remember 
they are NOT EAR PLUGS! they are 


scientifically developed sound controls that 
protect the ear drums without interfering 
with normal conversation or sound. We'll 
gladly send you a pair for actual demonstra- 
tion. THEN you will find out why they are 
recommended and used wherever NOISE is 
a HAZARD and a deterrent to normal produc- 
tion. Send for your demonstration pair TODAY 
on company letterhead. No obligation to pur- 
chase. 


SIGMA ENGINEERING COMPANY 
1491 Vine St., Dept. JI, Los Angeles 28, Calif. 
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EvYsé 
WASHING 


FOUNTAIN 


Leading industrial doctors advise immedi- 
ate washing with plenty of running water as 
the best first aid treatment for any chemical 
in the eyes. Records prove that washing with 
water for ten minutes or more, closé to the 
accident, is necessary to reduce or eliminate 
eye damage. 

Forehead operation leaves hands free to 
open eyelids so water can be directed wher- 
ever chemicals might be lodged. Sanitary white 
baked enamel bow! is resistant to most fumes 

Over 500 industrial plant installations have 
been made to date. 

Write For Details. 


VALVE NEW 


yey eae EMERGENCY 
SHOWER 


Self-Closing 


The B & A Shower is the 
quickest and most satisfac- 
tory way to saturate a work- 
er with gallons of water the 
instant an accident occurs, to prevent a dis- 
figuring burn—even a fatality 

Special shower head, no holes to clog—can 
be used where unfiltered water prevails 

Write For Details. 


OISFIGURING 
FACIAL CuTS 
AND BURNS / 


elena eee™ 
AnD ‘Boor / 
aren? 
fn ne cre? Low Cost 
neh? Bé 
uitses ern SAF-T-BAGS 


are widely used for the safe 
handling of glass bottles con- 
taining harmful chemicals; also 
the storage and recovery of 
expensive serums, biologicals, 
and other costly products. 

Painful cuts, disfiguring 
burns, loss of eyesight, or even 
a fatality, do result from corro- 
sive liquid splash and flying 
glass when unprotected bottles 
shatter. 


Write For Details. 


BENSON & ASSOCIATES. INC. 


Dept. OH, P. O. Box 7542, Chicago 80, III 
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HUGHES PRINTING CO. 
EAST STROUDSBURG, PA. 
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THE POSITIVE 


LADDER SAFETY DEVICE 
LOCKS- IN-A-NOTCH 


Prevents death 
| and injuries 
from falling. 
wt \E climber starts 


to fall, device 
locks in a deep 
notch on carrier 
rail and limits 
fall to approxi- 
mately 6 inches 
— distance be- 
ia tween notches. 


LOCKS AUTOMATICALLY and 
INSTANTLY—HOLDS SECURELY 


Will catch and hold workman if he starts to 
fall, even if unconscious, Cannot slip on 
down ladder. Requires no attention from 
climber; he climbs in normal manner. Inex- 
pensive. Easy to install; 3 men can clamp it 
to ordinary ladder in few hours. Clamps to 
any rung ladder, peg ladder, pole or frame- 
work. No welding or cutting. Notched rail 
hot-dipped galvanized. Entire equipment 
rust and corrosion proof, Can be kept free 
of ice by applying heat inside the carrier 
rail. In use approx. I! years. Approved by 
Safety Engineers and Govt. Agencies 
throughout country. Patented, Manufactured 
only by 







es 


SAFETY TOWER LADDER CO. 


1024 Burbank Bivd., P.O. Box 1052 
BURBANK, CALIFORNIA 











CURB FIRES AND EXPLOSIONS 


PUSH BUTTON 
& SPRAY 


TRADEMARK 
Reg. in U. S. Pat. Off 
THE ORIGINAL—THE ONLY 


Use Statikil to curb dangerous $3 4 can 
fires and explosions caused by 

static charges generated by $304 doz. 
friction. Simply spray or swab . “P'°”? 
lightly on moving parts, machin- $15 a gal. 
ery, doorknobs, floors, stairs, (eid) 
rolling castors. The ideal spark retardent for 
arsenals, chemical, petroleum, petrochemical 
and mining industries. Stops shocks to people 
susceptible to static electricity. Effectiveness 
thoroughly proven by constant use in hundreds 
of plants. Send for a trial order today, 


MAIL COUPON TODAY! 





1220 W. 6th St 
Cleveland 13, O 


STATIKIL, INC. 





Send the following (please check) 
_| Free Literature [|] One can spray @ $3 
One case of spray cans (7 $30 
One bulk gallon (2) $15 
Name 
Company 
Address 
City State 
USED BY THOUSANDS OF LEADING PLANTS 
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This new Bausch & Lomb 
Safety frame 
has got it...PLUS 


c-20 
fotoTaalsJiat-tilela! 
metal/plastic 


Newest concept in safety eyewear, designed by Bausch & Lomb 
to meet the needs of today and tomorrow. Smart, with 
superior fitting qualities and unequalled strength, C-20 
represents the finest in scientific eye protection. Spatula or 
riding bow temples and Bausch & Lomb Redy-Fit side 

shields available for on-the-job interchangeability. See it now; 
call your supplier, or write for information: 

Bausch & Lomb Optical Co., 90439 Smith Street, 

Rochester 2, New York. 


WUGeetin PROTECTION PLUS 


Soply ye 


protection+economy+worker acceptance 
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Creative editorial 
makes reading 


more worthwhile 


OCCUPATIONAL HAZARDS is edited exclusively 


for the industrial safety man. 


Its specialized editorial includes how-to-do-it arti- 
cles on industrial safety, health, housekeeping and 
fire protection. Its szaff of editors writes stories 
based on plant visits, not from ivory towers. 


These editors travel thousands of miles covering ma- 
jor industrial areas in the United States . . . talking 
to important people . . . visiting almost every kind of 
operation concerned with industrial hazards. They 
report on industrial safety developments as they 
happen. 


Reading OCCUPATIONAL HAZARDS each month 
keeps you abreast of the latest happenings in the 
world of industrial safety, health, housekeeping and 
fire protection. It's designed to help safety-conscious 
men like yourself to do a better job. 


OCCUPATIONAL HAZARDS 


An Industrial Publishing Corporation Magazine 
812 Huron Road* Cleveland 15, Ohio + SUperior |1-9620 
Sales Offices: New York * Chicago * Los Angeles * London, England 


Franchise NCH, Distilled 
irculation oA wets 
riting 
gets magazines 
gets 
o the men 19 
who buy UKs magesinas rons 
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